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OLYMPUS 



http://www.olympus.com/ 

OLYMPUS IMAGING CORP. — 

Shinjuku Monolith, 3-1 Nishi-Shinjuku 2-chome, Shinjuku-ku, Tokyo, Japan 



OLYMPUS IMAGING AMERICA INC. 

Two Corporate Center Drive, PO Box 9058 Melville, NY 1 1747-9058, U.S.A. Tel. 631-844-5000 
Technical Support (USA) 

24/7 online automated help: http://www.olympusamerica.com/support 
Phone customer support: Tel. 1-888-553-4448 (Toll-free) 

Our phone customer support is available from 8 am to 10 pm 
(Monday to Friday) ET 
E-Mail: distec@olympus.com 

Olympus software updates can be obtained at: http://www.olympus.com/digital 



OLYMPUS EUROPA GMBH 

Premises: Wendenstrasse 14-18, 20097 Hamburg, Germany 

Tel: +49 40-23 77 3-0 / Fax: +49 40-23 07 61 
Goods delivery: Bredowstrasse 20, 22113 Hamburg, Germany 
Letters: Postfach 10 49 08, 20034 Hamburg, Germany 

European Technical Customer Support: 

Please visit our homepage http://www.olympus-europa.com 
or call our TOLL FREE NUMBER* : 00800 - 67 10 83 00 

for Austria, Belgium, Denmark, Finland, France, Germany, Italy, Luxemburg, Netherlands, 
Norway, Portugal, Spain, Sweden, Switzerland, United Kingdom 

* Please note some (mobile) phone services/provider do not permit access or request an 
additional prefix to +800 numbers. 

For all not listed European Countries and in case that you can't get connected 
to the above mentioned number please make use of the following 
CHARGED NUMBERS: +49 180 5 - 67 10 83 or +49 40 - 237 73 899 



© 2004 OLYMPUS IMAGING CORP. 
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For customers in North and South America 



For customers in USA 

Declaration of Conformity 

Model Number : C-7000 ZOOM/C-70 ZOOM 
Trade Name : OLYMPUS 

Responsible Party : OLYMPUS IMAGING AMERICA INC. 

Address : Two Corporate Center Drive, PO Box 9058, Melville, NY 

11747-9058 U.S.A. 
Telephone Number : 1-631-844-5000 

Tested To Comply With FCC Standards 
FOR HOME OR OFFICE USE 

This device complies with Part 1 5 of the FCC rules. Operation is subject to the following 
two conditions: 

(1) This device may not cause harmful interference. 

(2) This device must accept any interference received, including interference that may 
cause undesired operation. 

FCC Notice 

• Radio and Television Interference 

Change or modifications not expressly approved by the manufacturer may void the 
user's authority to operate this equipment. This equipment has been tested and found to 
comply with the limits for a Class B digital device, pursuant to Part 1 5 of the FCC Rules. 
These limits are designed to provide reasonable protection against harmful interference 
in a residential installation. 

This equipment generates, uses, and can radiate radio frequency energy and, if not 
installed and used in accordance with the instructions, may cause harmful interference 
to radio communications. 

However, there is no guarantee that interference will not occur in a particular installation. 
If this equipment does cause harmful interference to radio or television reception, which 
can be determined by turning the equipment off and on, the user is encouraged to try to 
correct the interference by one or more of the following measures: 

- Adjust or relocate the receiving antenna. 

- Increase the distance between the camera and receiver. 

- Connect the equipment to an outlet on a circuit different from that to which the receiver 
is connected. 

- Consult your dealer or an experienced radio/TV technician for help. Only the 
OLYMPUS-supplied USB cable should be used to connect the camera to USB enabled 
personal computers (PC). 

Any unauthorized changes or modifications to this equipment would void the user's 
authority to operate. 

For customers in Canada 

This Class B digital apparatus meets all requirements of the Canadian Interference- 
Causing Equipment Regulations. 



For customers in Europe 

C"CE" mark indicates that this product complies with the European requirements 
for safety, health, environment and customer protection. "CE" mark cameras 
are intended for sales in Europe. 
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Manual Contents 
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Specifications . 
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How to use the camera 






Using a computer... 

Using the OLYMPUS Master 
software on your computer lets you 
enjoy editing, viewing, and printing 
the pictures downloaded from your 
camera. 

Using a card... 

Pictures taken with this 
camera are stored on an 
xD-Picture Card. By 
storing the relevant print 
reservation data with the 
images on the card, you 
can print pictures at a 
print shop or on a 
PictBridge-compatible 
printer. 



Using a printer... 

With a PictBridge-compatible 
printer, you can print pictures 
directly from your camera. 





Using a TV... 

You can use a TV to view 
pictures or playback 
movies from your camera. 



r 
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Using the direct 

buttons- 
Direct buttons let you perform 
functions such as erasing or 
protecting pictures or setting the 
flash mode, making camera 
operation easy. 














AF.SPOT 






iESP ] 






SPOT 1 


— 1 




AREA ] 


SELECT +$:| GO* OK 



Using the mode dial... 

Use the mode dial to select a shooting or 
playback mode. SCENE lets you select 
the optimum settings for the shooting 
conditions from 5 different situations. 



Using the arrow pad and © 
button... 

The arrow pad and (jj) button are for 
selecting and setting menu options as well 
as viewing pictures frame by frame. 



[SELECT + 33 SET* ^ G0*:OK| 



Using the menus... 

Shooting and playback-related 
functions are set from the menus 
displayed on the monitor. 
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Safety Precautions 



A 



CAUTION 



RISK OF ELECTRIC SHOCK 
DO NOT OPEN 



CAUTION: TO REDUCE THE RISK OF ELECTRICAL SHOCK, DO NOT 
REMOVE COVER (OR BACK). NO USER-SERVICEABLE PARTS INSIDE. 
REFER SERVICING TO QUALIFIED OLYMPUS SERVICE PERSONNEL. 



A 
A 



Lightning flash with an arrowhead, enclosed in a triangle, alerts you to the presence of uninsulated voltage 
points inside the product which could cause a serious electrical shock. 



An exclamation mark enclosed in a triangle alerts you to important operating and maintenance instructions in 
the documentation provided with the product. 



WARNING! 

TO AVOID THE RISK OF FIRE OR ELECTRICAL SHOCK, NEVER EXPOSE THIS PRODUCT TO WATER OR 
OPERATE IN A HIGH HUMIDITY ENVIRONMENT. 



General Precautions 



Read All Instructions — Before you use the product, read all operating 
instructions. 

Save These Instructions — Save all safety and operating instructions for future 
reference. 

Heed Warnings — Read carefully and follow all warning labels on the product and 

those described in the instructions. 
Follow Instructions — Follow all instructions provided with this product. 
Cleaning — Always unplug this product from the wall outlet before cleaning. Use 

only a damp cloth for cleaning. Never use any type of liquid or aerosol cleaner, 

or any type of organic solvent to clean this product. 
Attachments — For your safety, and to avoid damaging the product, use only 

accessories recommended by Olympus. 
Water and Moisture — Never use this product around water (near a bathtub, 

kitchen sink, laundry tub, wet basement, swimming pool or in the rain). For 

precautions on products with weatherproof designs, read the weatherproofing 

sections of their manuals. 
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Safety Precautions 



Location — To avoid damage to the product and prevent personal injury, never 
place this product on an unstable stand, tripod, bracket, table or cart. Mount 
only on a stable tripod, stand, or bracket. Follow the instructions that describe 
how to safely mount the product, and use only the mounting devices 
recommended by the manufacturer. 

Power Sources — Connect this product only to the power source described on 
the product label. If you are not sure about the type of power supply in your 
home, consult your local power company. Refer to your operating instructions 
for information on using the product with a battery. 

Grounding, Polarization — If this product can be used with a specified AC 
adapter, the adapter may be equipped with a polarized alternating current line 
plug (a plug with one blade wider than the other). This safety feature allows the 
plug to fit into the power outlet only one way. If you cannot insert the plug into 
the wall outlet, pull it out, reverse it, and then reinsert it. If the plug still fails to 
fit, contact an electrician and have the receptacle replaced. 

Protecting the Power Cord — The power supply cord should be placed so it will 
not be walked on. Never put a heavy object on the power cord or wrap it around 
the leg of a table or chair. Keep the area around the power cord connection 
points, at the power outlet, and at the product connection, free of all AC adapter 
or accessory power cords. 

Lightning — If a lightning storm occurs while using a specified AC adapter, 
remove it from the wall outlet immediately. To avoid damage from unexpected 
power surges, always unplug the AC adapter from the power outlet and 
disconnect it from the camera when the camera is not in use. 

Overloading — Never overload wall outlets, extension cords, power strips, or 
other power connection points with too many plugs. 

Foreign Objects, Liquid Spillage — To avoid personal injury caused by fire or 
electrical shock from contact with internal high voltage points, never insert a 
metal object into the product. Avoid using the product where there is a danger 
of spillage. 

Heat — Never use or store this product near any heat source such as a radiator, 

heat register, stove, or any type of equipment or appliance that generates heat, 

including stereo amplifiers. 
Servicing — Refer all servicing to qualified personnel. Attempting to remove the 

covers or disassemble the product, could expose you to dangerous high 

voltage points. 
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Safety Precautions 



Damage Requiring Service — If you notice any of the conditions described below 
while using a specified AC adapter, unplug it from the wall outlet and refer 
servicing to qualified service personnel: 

a) Liquid has been spilled onto the product or some other object has fallen into 
the product. 

b) The product has been exposed to water. 

c) The product does not operate normally despite following operating 
instructions. Adjust only the controls described in the operating instructions 
as improper adjustment of other controls could damage the product and 
require extensive repair work by a qualified technician. 

d) The product has been dropped or damaged in any way. 

e) The product exhibits a distinct change in performance. 
Replacement Parts — When replacement parts are required, make sure that the 

service center uses only parts with the same characteristics as the originals, as 
recommended by the manufacturer. Unauthorized substitution of parts could 
result in fire, electrical shock, or create other hazards. 
Safety Check — Upon completion of servicing or repairs, ask the service 
technician to perform safety checks to determine that the product is in good 
working order. 

Legal and other notices 

• Olympus makes no representations or warranties regarding any damages, or 
benefit expected by using this unit lawfully, or any request from a third person, 
which are caused by the inappropriate use of this product. 

• Olympus makes no representations or warranties regarding any damages or 
any benefit expected by using this unit lawfully which are caused by erasing 
picture data. 

Disclaimer of Warranty 

• Olympus makes no representations or warranties, either expressed or implied, 
by or concerning any content of these written materials or software, and in no 
event shall be liable for any implied warranty of merchantability or fitness for any 
particular purpose or for any consequential, incidental or indirect damages 
(including but not limited to damages for loss of business profits, business 
interruption and loss of business information) arising from the use or inability to 
use these written materials or software or equipment. Some countries do not 
allow the exclusion or limitation of liability for consequential or incidental 
damages, so the above limitations may not apply to you. 

• Olympus reserves all rights to this manual. 
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Safety Precautions 



WARNING 

Unauthorized photographing or use of copyrighted material may violate applicable 
copyright laws. Olympus assumes no responsibility for unauthorized 
photographing, use or other acts that infringe upon the rights of copyright owners. 

Copyright Notice 

All rights reserved. No part of these written materials or this software may be 
reproduced or used in any form or by any means, electronic or mechanical, 
including photocopying and recording or the use of any type of information storage 
and retrieval system, without the prior written permission of Olympus. No liability 
is assumed with respect to the use of the information contained in these written 
materials or software, or for damages resulting from the use of the information 
contained therein. Olympus reserves the right to alter the features and contents of 
this publication or software without obligation or advance notice. 

Trademarks 

• IBM is a registered trademark of International Business Machines Corporation. 

• Microsoft and Windows are registered trademarks of Microsoft Corporation. 

• Macintosh is a trademark of Apple Computer Inc. 

• All other company and product names are registered trademarks and/or 
trademarks of their respective owners. 

• The standards for camera file systems referred to in this manual are the "Design 
Rule for Camera File System/DCF" standards stipulated by the Japan 
Electronics and Information Technology Industries Association (JEITA). 
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UNPACKING THE BOX CONTENTS 



If you find any contents missing or damaged, contact the place of purchase. 




Digital Camera 



Strap 



Card 

(xD-Picture Card: 32 MB) 




LI-12B Lithium Ion Battery LI-10C Battery Charger USB Cable 




AV Cable OLYMPUS Master CD-ROM Warranty Card 











C-7000 ZOOM 






C-70 ZOOM 










..... 4 








_ ( 








_ < 








- ( 








< 








J 




OLYMPUS' 



Basic Manual (this manual) Advanced Manual Registration Card 

(CD-ROM) 



Contents vary depending on the area where you purchased this camera. 
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UNPACKING THE BOX CONTENTS 



Attaching the strap 



1 



Attach the strap as shown. 




Note 

• Be careful with the strap when you carry the camera, as it can easily catch on 
stray objects, causing injury or damage. 

• Attach the strap correctly as shown above so that the camera does not fall off. 
If the strap is attached incorrectly and the camera falls off, Olympus is not 
responsible for any damages. 



11 
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CHARGING THE BATTERY 



The battery is not fully charged at the time of purchase. Charge the 
battery fully with the LI-10C charger before use. 

1 Connect the power cable. 



LI-10C battery charger 




• The LI-12B battery takes approximately 120 minutes to charge. 

@Note 
• This camera uses an Olympus LI-12B/LI-10B lithium ion battery. No other 
type of battery can be used. 

• Battery life varies depending on shooting conditions, etc. 

• The charger can be used within the range of AC100V to AC240V (50/60Hz). 
When using the charger abroad, you may need a plug adapter to convert the 
plug to the shape of the AC wall outlet. For details, ask at your local electrical 
shop or travel agent. 

• Do not use voltage converters sold in stores traveling overseas as this could 
damage your charger. 
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INSERTING THE BATTERY AND CARD 




^ Open the battery compartment/card cover. 




^ Insert the battery. 
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INSERTING THE BATTERY AND CARD 



Insert the card. 




Contacts 



Notch 



• Make sure that the card is 
oriented correctly and 
insert while keeping it 
straight, otherwise the 
contacts on the card may 
be damaged or the card 
may get stuck. 



To remove the card 

Push the card all the way in and 
release slowly. 



Grasp and remove. 





®Note 
• The card may not record properly if it is not inserted all the way in. 
• Releasing your finger quickly after pushing the card all the way in may 
cause it to eject forcefully out of the slot. 

Close the battery compartment/card cover. 
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INSERTING THE BATTERY AND CARD 




®Note 
• The amount of power consumed by the camera varies considerably 
depending on shooting conditions, etc. 

• Power is consumed continuously during the conditions described below. This 
discourages the power from lasting longer. 

• When the monitor is on. 

• When the monitor is in playback mode for an extended period of time. 

• Repeated zoom adjustments. 

• Repeated auto focus by depressing the shutter button halfway. 

• When fulltime AF is on. 

• When connected to a computer or printer. 

• If you use an exhausted battery, the camera may turn off without displaying 
the battery level warning. 




This camera uses an xD-Picture Card (16 - 512MB). 




Index area 

You can use this space to write the contents of the card. 



Contacts 

The part where the data transferred from the camera 
enters the card. 



®Note 
• This camera may not recognize a non-OLYMPUS card or a card that was 
formatted on another device (such as a computer, etc.). Before use, be sure 
to format the card on this camera. 

• Do not press on the card with hard or pointed items such as ballpoint pens. 

• Never open the battery compartment/card cover, or remove the card or the 
battery while the camera is turned on. Doing so could destroy the data stored 
on the card. Once destroyed, data cannot be restored. 

• Do not place a sticker or label on the card as this could prevent the card from 
being ejected. 
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TURNING THE CAMERA ON 



1 



Set the mode dial to P and press the POWER 
switch. 



POWER switch 

POWER . 




■ Battery check indicator 
■ Shooting mode 




• The lens extends and the 
monitor turns on. 



Press the flash button. 




• The flash pops up. 





• The first time you use the camera, "Y/M/D" is displayed prompting you to set 
the date and time. See "Setting the date and time" in Chapter 7 of the 
Advanced Manual. Although the camera operates without making this setting, 
the correct dates may not be displayed on the calendar display. 



• To save battery power, the camera automatically enters the sleep mode and 
stops operating after about 3 minutes of non-operation. The camera activates 
again as soon as you operate the shutter button or zoom lever. 

• 4 hours after the camera enters sleep mode, the camera retracts the lens and 
turns off automatically. Turn the camera on to use. 

• If the camera is continuously used for a long period of time, the internal 
temperature of the camera may rise. In such cases, the power may 
automatically turn off. Please wait before using again. 



The battery check indicator changes according to how much power is 
remaining. 




Lit (green) 
(Disappears after a while.) 



Blinking (red) 



"BATTERY EMPTY" 
is displayed. 



Ready to shoot. 



The battery needs charging No power is left. Charge the 
soon. battery. 
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TAKING A PICTURE 



1 



Compose your picture. 




Shutter button 



AF target mark 




Card access lamp 



• Using the monitor, place the AF 
target mark on your subject. 



Focus on your subject. 




• Press the shutter button 
halfway and hold. 



Green lamp 

4 mark 




, HUB W 



• The green lamp lights when the 
focus and exposure are locked 
(Focus lock). 

• The i- mark lights when the 
flash is about to fire. 

• The AF target mark moves to 
where the focus is locked. 

• The monitor displays the 
shutter speed and aperture 
determined by the camera. 
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TAKING A PICTURE 



3 



Take the picture. 




• Press the shutter button 
completely. 



• The card access lamp blinks 
while the picture is recorded 
onto the card. 



Memory gauge 



® 



Note 

• Press the shutter button gently. If it is pressed hard, the camera may move 
and pictures may come out blurred. 

• Recorded pictures are saved on the card regardless of whether the camera 
is turned off or the battery is replaced or removed. 

• Never open the battery compartment/card cover, remove the battery or 
disconnect the AC adapter while the card access lamp is blinking. Doing so 
could destroy stored pictures and prevent storage of pictures you have just 
taken. 

• When taking pictures against strong backlight, the area of the picture in 
shadow may appear colored. 



Memory gauge 



Every time you press the shutter button, the memory gauge lights indicating 
that the picture you have just taken is being recorded onto the card. The 
memory gauge changes according to how many pictures the camera is 
processing. This indicator is not displayed while recording movies. 



Shoot 



Shoot 



Shoot □ 
► 



Wait 



Before taking 
any pictures 
(Off) 



After taking one 
picture 
(Lit) 



After taking 
several pictures 
(Lit) 



Maximum reached 
(All lit) 
Wait until the indicator 
turns off again before 
taking more pictures. 
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REVIEWING A PICTURE 



1 



Press the QUICK VIEW button. 





• You can display the last picture 
you took while staying in any 
shooting mode. 

• Press the QUICK VIEW button 
again or press the shutter 
button lightly when you are 
ready to take another picture. 



Use the arrow pad to display the picture you want 

10 pictures back 




Previous picture 



10 pictures forward 



Next picture 



20 
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TURNING THE CAMERA OFF 




Now that you have mastered how to shoot and 
play, check out the Advanced Manual for more 
camera applications. 

...And for extra enjoyment, install OLYMPUS 
Master image editing software on the supplied 
CD-ROM. 
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Specifications 



Camera 

Product type 
Recording system 
Still picture 

Applicable standards 

Sound with still pictures 

Movie 
Memory 
Resolution 



No. of storable pictures 

when using a 32 MB 
card (without sound) 



Digital camera (for shooting and displaying) 

Digital recording, TIFF (non-compression), JPEG (in 
accordance with Design rule for Camera File system 
(DCF)), RAW data 

Exif 2.2, Digital Print Order Format (DPOF), PRINT Image 
Matching II, PictBridge 

Wave format 

QuickTime Motion JPEG support 

xD-Picture Card (16 - 512 MB) 

3,072 x 2,304 pixels(RAW/TIFF/SHQ/HQ) 

3,072 x 2,048 pixels(3:2 SHQ/HQ) 

2,592 x 1,944 pixels(SQI) 

2,288 x 1,712 pixels(SQI) 

2,048 x 1,536 pixels(SQI) 

1,600 x 1,200 pixels(SQI) 

1,280 x 960 pixels (SQ2) 

1,024 x 768 pixels (SQ2) 

640 x 480 pixels (SQ2) 

Approx. 3 frames (RAW : 3,072 x 2,304) 



Approx. 1 frame 
Approx. 6 frames 
Approx. 18 frames 
Approx. 64 frames 



(TIFF 
(SHQ 
(HQ 
(SQ1 



Approx. 331 frames (SQ2 



3,072 x 2,304) 

3,072 x 2,304) 

3,072 x 2,304) 

1,600 x 1,200 NORMAL) 

640 x 480 NORMAL) 



No. of effective pixels 


7,100,000 pixels 


Image pickup device 


1/1.8" CCD solid-state image pickup, 7,410,000 
pixels (gross) 


Lens 


Olympus lens 7.9 mm to 39.5 mm, f2.8 to f4.8 
(equivalent to 38 mm to 190 mm lens on a 35 mm camera) 


Photometric system 


Digital ESP metering, spot metering system 


Aperture 


f2.8 to f8.0 


Shutter speed 


15 to 1/2000 sec. 


Shooting range 


0.6 m (2.0 ft.) to oo (W), 1 .2 m (3.9 ft.) to oo (T) (NORMAL) 
8 cm (0.3 ft.) to oo (W), 0.6 m (2.0 ft.) to oo (T) (macro mode) 


Viewfinder 


Optical real image viewfinder 


Monitor 


2.0" TFT color LCD display, 206,000 pixels 


Auto focus 


TTL system autofocus 
Contrast Detection Method 


Outer connector 


DC-IN jack, USB connector (Multi-connector), 
AA/ OUT jack (Multi-connector) 


22 
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Specifications 



Automatic calendar system 


2000 up to 2099 


Operating environment 




Temperature 


0°C to 40°C (32°F to 104°F) (operation)/ 
-20°C to 60°C (-4T to 140°F) (storage) 


Humidity 


30% to 90% (operation)/10% to 90% (storage) 


Power supply 


Only an Olympus LI-12B lithium ion battery 
AC adapter specified by Olympus (optional) 


Dimensions 


102 mm (W) x 59 mm (H) x 42.5 mm (D) 
(4.0" x 2.3" x 1.7") (excluding protrusions) 


Weight 


220 g (0.49 lb.) (without battery and card) 


xD-Picture Card 


Memory type 


NAND flash EEP-ROM 


Operating environment 




Temperature 


0°C to 55°C (32°F to 131°F) (operation)/ 
-20°C to 65°C (-4°F to 149°F) (storage) 


Humidity 


95% or lower 


Power 


3V (3.3V) 


Dimensions 


20 x 25 x 1.7 mm (0.8" x 1.0" x 0.1") 


LI-12B Lithium ion Battery 


Type 


Lithium ion rechargeable battery 


Standard voltage 


DC 3.7V 


Standard capacity 


1,230 mAh 


Battery life 


Approx. 300 full recharges (varies on usage) 


Recommended 
temperature 


0°C to 40°C/32°F to 104°F (charging)/ 
-10°C to 60°C/14°F to 140°F (operation)/ 
0°C to 30°C/32°F to 86°F (storage) 


Dimensions 


31.9 x 45.8 x 10 mm (1.3" x 1.8" x 0.4") 


Weight 


Approx. 36 g/1 .2 oz. 


LI-10C Battery Charger 


Power requirements 


AC 100 to 240V (50 to 60 Hz) 
9 VA (100V) to 16VA(240V) 


Output 


DC 4.2V 860 mA 


Charging time 


Approx. 120 minutes 


Recommended 
temperature 


0°C to 40°C/32°F to 104°F (operation)/ 
-20°C to 60°C/-4°F to 140°F (storage) 


Dimensions 


46 x 37.5 x 86 mm (1.8" x 1.5" x 3.4") 


Weight 


Approx. 75 g/2.6 oz. (without battery) 



Design and specifications subject to change without notice. 
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Pour les utilisateurs d'Amerique du Nord et du Sud 



Pour les utilisateurs aux Etats-Unis 

Declaration de conformite 



Modele numero 
Marque 

Organisme responsable 
Adresse 

Numero de telephone 



C-7000 ZOOM/C-70 ZOOM 
OLYMPUS 

OLYMPUS IMAGING AMERICA INC. 

Two Corporate Center Drive, PO Box 9058, Melville, 

NY 1 1 747-9058 U.S.A. 

1-631-844-5000 



Teste pour etre en conformite avec la reglementation FCC 
POUR L'UTILISATION A LA MAISON OU AU BUREAU 

Cet appareil est conforme aux normes de la Section 1 5 des directives FCC. Son utilisation 
est soumise aux deux conditions suivantes : 

(1) Cet appareil ne doit pas causer de brouillage radioelectrique. 

(2) Cet appareil doit pouvoir resister a toutes les interferences, y compris celles 
susceptibles d'entraver son bon fonctionnement. 

Directives FCC 

• Interferences radio et television 

Toute modification qui ne serait pas expressement autorisee par le fabricant peut annuler 
la permission accordee a I'utilisateur de se servir de ce materiel. Cet appareil a fait I'objet 
de divers essais et il a ete reconnu qu'il se conforme aux limites concernant un 
appareillage numerique de la classe B, correspondant a la partie 1 5 des regies de la FCC. 
Ces limites sont congues pour garantir une protection raisonnable contre des 
interferences nuisibles dans une installation residentielle. 

Cet appareil genere, utilise et peut emettre de I'energie des frequences radio et, s'il n'est 
pas installe et utilise selon les instructions, peut causer des interferences nuisibles en 
communications radio. 

Cependant, il ne peut pas etre garanti que des interferences nuisibles ne se produiront 
pas dans certaines installations particulieres. Si cet appareil provoque des interferences 
avec la reception radio ou television, ce qui peut etre verifie en alimentant I'appareil et en 
coupant son alimentation, nous conseillons I'utilisateur d'essayer d'eliminer ces 
interferences par I'une ou plusieurs des mesures suivantes : 

- Reorienter ou deplacer I'antenne de reception. 

- Augmenter la distance entre I'appareil photo et le recepteur. 

- Brancher le materiel sur une prise de courant d'un circuit different de celui sur lequel le 
recepteur est branche. 

- Consulter le revendeur ou un technicien radio/TV competent pour vous aider. 
Uniquement les cables USB fournis par OLYMPUS doivent etre utilises pour raccorder 
I'appareil photo a des ordinateurs personnels a liaison USB. 

Toute modification non autorisee peut annuler la permission accordee a I'utilisateur de se 
servir de ce materiel. 

Pour les utilisateurs au Canada 

Cet appareil numerique de la categorie B est conforme a la legislation canadienne sur les 
appareils generateurs de parasites. 



Pour les utilisateurs en Europe 

La marque "CE" indique que ce produit est conforme aux normes europeennes 
en matiere de securite, de sante, d'environnement et de protection du 
consommateur. Les appareils photo marques "CE" sont prevus pour la vente 
en Europe. 



C6 
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Comment utiliser I'appareil photo 






Utilisation d'un 
ordinateur 

L'enregistrement d'images de votre 
appareil photo sur un ordinateur et 
I'utilisation du logiciel OLYMPUS Master 
vous offrent de nouvelles possibilites . 
dans I'art de la photographie numerique..* 

Utilisation d'une 
carte 

Les images prises avec cet 
appareil photo sont 
stockees sur une xD-Picture 
Card. En stockant les 
donnees de reservation 
d'impression pertinentes 
avec les images sur la carte, 
vous pouvez imprimer les 
images dans une imprimerie 
ou sur une imprimante 
compatible avec PictBridge. 

Utilisation d'une 
imprimante 

Grace a une imprimante 
compatible avec PictBridge, 
vous pouvez imprimer les 
images directement a partir de 
votre appareil photo. 





Utilisation d'une 
television 

Vous pouvez utiliser une 
television pour afficher les 
images ou lire de la video a 
partir de votre appareil photo. 
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AF:SP0T 






iESP ] 






SPOT 1 


— 1 




ZONE ] 


SELECT OK • OK 




Utilisation des 
touches directes 

Les touches directes vous 
permettent d'effectuer des 
fonctions comme I'effacement ou la 
protection d'images ou la definition 
du mode flash, simplifiant ainsi le 
fonctionnement de I'appareil photo. 





1 SELECT ♦ 33 COWFIG » gj 0K*@& 



Utilisation de la molette mode 

Utilisez la molette mode pour selectionner un 
mode de prise de vue ou d'affichage. SCENE 
vous permet de selectionner les meilleurs 
reglages en fonction des conditions de prise 
de vue entre 5 situations differentes. 



Utilisation de la molette de 
defilement et de la touche (f) 

La molette de defilement et la touche @ 
vous permettent de selectionner et de 
definir des options de menu ainsi que 
d'afficher des photos image par image. 

Utilisation des menus 



Les fonctions liees a la prise de vue 
et a I'affichage sont definies a partir 
des menus affiches a I'ecran ACL. 
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Precautions de securite 



A 



ATTENTION 



RISQUE DE DECHARGE 
ELECTRIQUE 
NE PAS OUVRIR 



A 



ATTENTION : POUR REDUIRE LE RISQUE DE DECHARGE ELECTRIQUE, NE PAS 
RETIRER LA PARTE AVANT Nl LE DOS DU BOiTIER. AUCUNE PIECE A L'INTERIEUR 
NE PEUT ETRE REPAREE PAR L'UTILISATEUR. SE REFERER A DU PERSONNEL DE 
DEPANNAGE QUALIFIE POUR UNE REPARATION. 



A 
A 



Le symbole de I'eclair a I'interieur d'un triangle vous alerte de la presence de pieces sous tension non isolees 
dans le produit qui pourraient causer des decharges electriques serieuses. 



Le point d'exclamation a I'interieur d'un triangle vous alerte sur certains points importants concernant le 
maniement et I'entretien de I'appareil figurant dans la documentation fournie avec le produit. 



AVERTISSEMENT ! 

POUR EVITER LES RISQUES D'INCENDIE OU DE DECHARGE ELECTRIQUE, NE JAMAIS EXPOSER CE 
PRODUIT A L'EAU Nl LE FAIRE FONCTIONNER DANS UN ENVIRON NEMENT TRES HUMIDE. 



Precautions generales 



Lire toutes les instructions — Avant d'utiliser I'appareil, lire toutes les 

instructions de fonctionnement. 
Conserver ces instructions — Conserver toutes les instructions de 

fonctionnement et les consignes de securite afin de pouvoir vous y reporter 

ulterieurement. 

Tenir compte des avertissements — Veuillez lire attentivement et tenir compte 
des avertissements figurant sur le produit et dans les instructions. 

Se conformer aux instructions — Se conformer a toutes les instructions fournies 
avec ce produit. 

Nettoyage — Toujours debrancher ce produit de la prise de courant avant 
nettoyage. N'utiliserqu'un chiffon humide pour le nettoyage. Ne jamais utiliser 
de produits de nettoyage liquides ou aerosols, ni de solvants organiques pour 
nettoyer ce produit. 

Accessoires — Pour votre securite, et pour eviter d'endommager le produit, 
n'utiliser que des accessoires recommandes par Olympus. 
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Precautions de securite 



Eau et humidite — Ne jamais utiliser ce produit a proximite de I'eau (pres d'une 
baignoire, d'un evier de cuisine, d'une buanderie, dans une cave humide, a la 
piscine ou sous la pluie). Pour les precautions sur des produits avec une 
conception impermeable, lire les sections impermeabilisation de leurs manuels. 

Emplacement — Pour eviter d'endommager le produit et de se blesser, ne jamais 
placer ce produit sur un support, un trepied, une table ou un chariot instables. 
Ne le monter que sur un trepied ou support stable. Suivre les instructions qui 
decrivent comment monter le produit en toute securite, et n'utiliser que les 
accessoires de montage recommandes par le fabricant. 

Alimentation — Ne raccorder ce produit qu'a la source d'alimentation decrite sur 
I'etiquette du produit. En cas d'incertitude sur la tension du secteur de votre lieu 
de residence, veuillez consulter la compagnie d'electricite locale. Se referer aux 
instructions de fonctionnement pour des informations en utilisant le produit 
avec une batterie. 

Mise a la terre et polarisation — Si ce produit peut etre utilise avec un adaptateur 
secteur specifie, I'adaptateur peut etre equipe d'une fiche secteur polarisee 
(une fiche avec une lame plus grande que I'autre). Cette caracteristique de 
securite permet a la fiche d'etre introduite dans la prise de courant que d'une 
seule facon. Si vous ne pouvez pas introduire la fiche dans la prise de courant, 
essayez de la retourner. Si la fiche ne rentre toujours pas, contacter un 
electricien pour changer la prise. 

Protection du cordon d'alimentation — Le cordon d'alimentation doit etre place 
de maniere a eviter que Ton marche dessus. Ne jamais placer d'objets lourds 
sur le cordon d'alimentation ni I'enrouler autour d'un pied de table ou de chaise. 
Laisser le champ libre autour des points de raccordement du cordon 
d'alimentation, au niveau de la prise de courant et au raccordement du produit, 
de tout adaptateur secteur ou cordon d'alimentation accessoire. 

Foudre — Si un orage eclate pendant I'utilisation d'un adaptateur secteur specifie, 
le debrancher immediatement de la prise de courant. Pour eviter des 
dommages de surtensions inattendues, toujours debrancher I'adaptateur 
secteur de la prise de courant et le debrancher de I'appareil photo lorsque 
I'appareil n'est pas en service. 

Surcharge — Ne jamais surcharger les prises de courant, les cordons 
prolongateurs, les prises integrees ni d'autres points de raccordement 
d'alimentation avec trap de fiches. 

Entree d'objets ou de liquides — Pour eviter des blessures causes par un 
incendie ou une decharge electrique en touchant des points sous tension a 
I'interieur, ne jamais introduire d'objet metallique dans le produit. Eviter 
d'utiliser le produit ou il y a un risque de renversement de liquide. 

Chaleur — Ne jamais utiliser ni ranger ce produit pres d'une source de chaleur 
telle qu'un radiateur, un accumulateur de chaleur, ou tout type d'appareil qui 
genere de la chaleur, comprenant les amplificateurs. 

Depannage — Confier toute reparation a du personnel qualifie. Tenter de retirer 
des capots de protection ou de demonter I'appareil pourrait vous exposer a des 
points sous tension dangereux. 
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Precautions de securite 



Dommages necessitant une reparation — Si vous constatez une des conditions 
decrites ci-dessous tout en utilisant un adaptateur secteur specifie, le debrancher 
de la prise de courant et s'adresser a du personnel de service qualifie : 

a) Du liquide a ete repandu sur le produit ou des objets quelconques sont 
tombes dans le produit. 

b) Le produit a ete expose a I'eau. 

c) Le produit ne fonctionne pas normalement comme decrit en suivant les 
instructions de fonctionnement. Ne regler que les commandes decrites dans 
le mode d'emploi, un mauvais reglage d'autres commandes pourrait causer 
des dommages au produit necessitant une longue reparation par un 
technicien qualifie. 

d) Le produit est tombe ou a ete endommage d'une maniere ou d'une autre. 

e) Le produit montre un net changement dans ses performances. 

Pieces de rechange — S'il est necessaire de changer des pieces, s'assurer que 
le centre de reparation n'utilise que des pieces avec les memes 
caracteristiques que les pieces d'origine, comme le recommande le fabricant. 
Des remplacements non autorises pourraient mettre le feu a I'appareil ou 
provoquer des decharges electriques ou d'autres risques. 

Controle de securite — Apres tout depannage ou reparation, demander au 
technicien de proceder a un controle de securite pour s'assurer que le produit 
est en bon ordre de fonctionnement. 

Remarques juridiques et autres 

• Olympus decline toute responsabilite ou garantie pour les pertes subies et les 
benefices manques, de meme que pour les creances de tiers en decoulant, 
consecutifs a I'utilisation incorrecte de cet appareil. 

• Olympus decline toute responsabilite ou garantie pour les pertes subies et les 
benefices manques, consecutifs a I'effacement de prises de vues. 

Refus de responsabilite relatif a la garantie 

• Olympus decline toutes autres representations ou garanties, expresses ou 
implicites, pour ou relatives au contenu de la documentation ecrite ou du logiciel 
et ne pourra en aucun cas etre tenu responsable de toute autre garantie 
implicite de commercialisation ou d'adaptation a des fins particuliers ou pour les 
dommages encourus de quelque nature que ce soit, qu'ils soient indirects, 
imprevus ou issus d'une autre cause (y compris et sans limitation aux 
dommages entraines par la pertes de benefices financiers, I'interruption de 
travail et la perte d'informations professionnelles) qui proviendraient d'une 
utilisation ou de I'impossibilite d'utiliser cette documentation ecrite, du logiciel 
ou du materiel. Certains Etats n'autorisent pas I'exclusion ni la limitation de la 
responsabilite des dommages indirects ou imprevus, de sorte que les 
limitations ci-dessus peuvent ne pas vous concerner directement. 

• Olympus se reserve tous droits sur ce manuel. 
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Precautions de securite 



AVERTISSEMENT 



Toute reproduction photographique ou usage illicite de materiel protege par des 
droits d'auteur peuvent violer des lois applicables sur les droits d'auteur. Olympus 
n'assume aucune responsabilite quant a la reproduction photographique illicite, 
I'usage ou tout autre acte interdit portant atteinte aux droits d'auteur. 

Note relative aux droits d'auteur 



Tous droits reserves. Toute reproduction partielle ou integrale de cette 
documentation ecrite ou du logiciel, par quelque procede que ce soit ou sous 
quelque forme que ce soit, electronique ou mecanique, y compris par reproduction 
photographique ou enregistrement et par I'usage de quelque moyen de stockage 
et de recuperation des informations que ce soit, n'est permise sans autorisation 
ecrite et prealable de Olympus. Aucune responsabilite ne sera assumee quant a 
I'utilisation des informations contenues dans la documentation ecrite ou du 
logiciel, ou pour des dommages resultant de I'utilisation des informations 
contenues ici. Olympus se reserve le droit de modifier les caracteristiques et le 
contenu de cette publication ou du logiciel sans obligation ni preavis. 

Marques deposees 

• IBM est une marque deposee de la societe International Business Machines 
Corporation. 

• Microsoft et Windows sont des marques deposees de la societe Microsoft 
Corporation. 

• Macintosh est une marque de Apple Computer Inc. 

• Tous les autres noms de societes et appellations de produits sont des marques, 
deposees ou non, des proprietaires respectifs. 

• Les normes pour les systemes de fichiers d'appareil photo indiquees dans ce 
manuel sont les normes "Design Rule for Camera File System/DCF" stipulees 
par I'association JEITA (Japan Electronics and Information Technology 
Industries Association). 
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DEBALLAGE DES PIECES DU CARTON 



Si une quelconque partie du contenu est manquante ou coupee, contactez votre revendeur. 




Appareil photo numerique Courroie Carte 

(xD-Picture Card : 32 Mo) 




Batterie au lithium-ion Chargeur de la batterie Cable USB 

LI-12B LI-10C 




Manuel de Base Manuel Avance Carte d'enregistrement 

(ce manuel) (CD-ROM) 



Le contenu depend de la region dans laquelle vous avez achete cet appareil photo. 
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DEBALLAGE DES PIECES DU CARTON 



Fixation de la courroie 



1 



Fixez la courroie comme illustre. 




® 



Remarque 

• Veillez a ce que la courroie de I'appareil ne s'accroche pas a des objets qui 
tratnent, vous pourriez provoquer de serieux degats. 

• Fixez correctement la courroie comme indique pour empecher I'appareil de 
tomber. En cas de chute de I'appareil provoquee par une courroie mal fixee, 
Olympus decline toute responsabilite pour les dommages occasionnes. 
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CHARGEMENT DE LA BATTERIE 



La batterie n'est pas entierement chargee lors de I'achat. Chargez 
completement la batterie a I'aide du chargeur LI-10C avant I'utilisation. 

1 Branchez le cable d'alimentation. 



Chargeur de la batterie LI-10C 




• Lorsque la charge commence, I'indicateur devient rouge. 

• Une fois totalement chargee, I'indicateur devient vert. 



®CONSEILS 
• Le chargement de la batterie LI-12B prend environ 120 minutes. 

® Remarque 
• Cet appareil-photo utilise une batterie au lithium-ion Olympus LI-1 2B/LI-1 OB. 
Aucun autre type de batterie ne peut etre utilise. 

• La duree de vie de la batterie depend des conditions de prise de vue, etc. 

• Le chargeur peut etre utilise dans la plage de 100 V CA a 240 V CA 
(50/60 Hz). Si vous utilisez le chargeur a I'etranger, vous avez besoin d'un 
adaptateur correspondant a la forme de la prise electrique. Pour plus 
d'informations, demandez a votre fournisseur d'electricite local ou a votre 
agence de voyages. 

• N'utilisez pas de convertisseurs de tension vendus dans le commerce a 
I'etranger car cela pourrait endommager votre chargeur. 
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INSERTION DE LA BATTERIE ET DE LA CARTE 



1 



Assurez-vous que I'appareil photo est eteint. 



• L'objectif est rentre. 



• L'ecran ACL est 
eteint. 



Couvercle de la carte/du compartiment de la batterie 




Ouvrez le couvercle de la carte/du compartiment 
de la batterie. 



O Glisser 




© Relever 



3 



Inserez la batterie. 




Bouton de 
verrouillage 
de la batterie 



• La batterie est verrouillee en place 
lorsqu'elle est correctement inseree. 



Pour retirer la batterie 

Faites glisser le bouton de 
verrouillage comme 
indique. La batterie est 
projetee, ce qui vous 
permet de I'attraper. 




Bouton de verrouillage 
de la batterie 
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INSERTION DE LA BATTERIE ET DE LA CARTE 



Inserez la carte. 




Contacts 



Encoche 



i Assurez-vous que la carte 
est correctement orientee 
et inserez-la en la 
maintenant droite, sinon 
les contacts de la carte 
peuvent etre endommages 
ou la carte peut rester 
accrochee. 



Pour retirer la carte 

Appuyez a fond sur la carte et 
relachez-la lentement. 




Tenez et retirez. 




<2> 



f\ Remarque 

» La carte peut ne pas enregistrer correctement si elle n'est pas inseree 
a fond. 

> Si vous retirez votre doigt rapidement apres avoir enfonce la carte a 
fond, elle risque d'etre propulsee brutalement hors de son logement. 



Fermez le couvercle de la carte/du compartiment 
de la batterie. 



© Glisser 




O Fermer 



• Appuyez vers le bas au centre du couvercle en le faisant glisser. 
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INSERTION DE LA BATTERIE ET DE LA CARTE 



^^^^^ ^^ 

® Remarque 
• La quantite d'energie consommee par I'appareil photo varie 
considerablement en fonction des conditions de prise de vue, etc. 

• De I'energie est consommee en permanence dans les conditions ci-dessous. 
Cela empeche la batterie de durer plus longtemps. 

• Lorsque I'ecran ACL est allume. 

• Lorsque I'ecran ACL est en mode d'affichage pendant une duree 
prolongee. 

• Reglages repetes du zoom. 

• Lorsque la mise au point automatique est utilisee de maniere repetee en 
appuyant sur le declencheur jusqu'a mi-course. 

• Lorsque I'option AF continu est activee. 

• Lorsque I'appareil est connecte a un ordinateur ou a une imprimante. 

• Si vous utilisez une batterie epuisee, I'appareil photo risque de s'eteindre 
sans afficher I'indicateur de niveau de charge. 



Cet appareil photo utilise une xD-Picture Card (de 16 a 512 Mo). 

— Zone d'index 

Vous pouvez utiliser cet espace pour mentionner le 
contenu de la carte. 




Contacts 

Partie dans laquelle les donnees transferees de I'appareil 
photo entrent dans la carte. 



Remarque 

• Cet appareil photo risque de ne pas reconnaTtre une carte de marque autre 
que OLYMPUS ou une carte qui a ete formatee sur un autre systeme (tel un 
ordinateur, etc.). Formatez la carte sur cet appareil photo avant de I'utiliser. 

• N'appuyez pas sur la carte avec des objets durs ou pointus tels que les stylos 
a bille. 

• N'ouvrez jamais le couvercle de la carte/du compartiment de la batterie et ne 
retirez jamais la carte ou la batterie lorsque I'appareil photo est allume. 
Toutes les donnees enregistrees sur la carte risqueraient alors d'etre 
detruites sans possibility de recuperation. 

• Ne placez ni autocollant, ni etiquette sur la carte car ceci pourrait empecher 
son ejection. 
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MISE EN MARCHE DE L'APPAREIL PHOTO 



1 



Positionnez la molette mode sur P et appuyez sur 
le commutateur POWER. 




Commutateur POWER 

POWER ^ 



<J 



Molette mode 




i 



Indicateur de controle de la batterie 
Mode prise de vue 



p> 1<1 




• L'objectif se deploie et I'ecran 
ACL s'allume. 



Appuyez sur la touche flash. 




• Le flash est ejecte. 
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MISE EN MARCHE DE L'APPAREIL PHOTO 



CONSEILS 

• La premiere fois que vous utilisez I'appareil, "A/M/J" apparait pour vous 
inviter a regler la date et I'heure. Consultez "Reglage de la date et de I'heure" 
au chapitre 7 du Manuel Avance. Bien que I'appareil fonctionne sans ce 
reglage, les dates correctes risquent de ne pas apparaTtre sur I'ecran du 
calendrier. 

Remarque 

• Pour economiser I'energie de la batterie, I'appareil photo passe 
automatiquement en mode veille et cesse de fonctionner apres 3 minutes 
d'inactivite. L'appareil photo se reactive des que vous appuyez sur le 
declencheur ou le levier du zoom. 

• 4 heures apres que I'appareil photo a passe en mode veille, I'appareil retracte 
I'objectif et s'eteint automatiquement. Allumez I'appareil pour I'utiliser. 

• Si I'appareil photo est utilise intensivement pendant une longue periode, sa 
temperature interne peut augmenter. Dans ce cas, I'appareil photo peut 
automatiquement s'eteindre. Patientez avant de le rallumer. 



0 



Energie de la batterie 



L'indicateur de controle de la batterie change en fonction de I'energie 
restante. 



Allume (vert) 
(s'eteint apres 
un certain temps) 

Pret pour la prise de vue. 



Clignote (rouge) 



La batterie devra bientot 
etre chargee. 



"BATTERIE VIDE" 
apparait. 



Plus d'energie. 
Chargez la batterie. 



39 



d4228_basic_f_00_bookfile_7.book Page 40 Tuesday, August 17, 2004 1:55 PM 



PRISE D'UNE PHOTO 



Composez votre photo. 




Declencheur 



Voyant d'acces de carte 



Reperes de mise au point automatique 




• Grace a I'ecran ACL, placez les 
reperes de mise au point 
automatique sur votre sujet. 



Effectuez la mise au point sur votre sujet. 




Voyant vert 

Symbole 4 




• Enfoncezle declencheur jusqu'a 
mi-course et maintenez-le ainsi 



• Le voyant vert s'allume lorsque la 
mise au point et I'exposition sont 
memorisees (Memorisation de la 
mise au point). 

• Le symbole £ s'allume lorsque 
le flash est pret. 

• Les reperes de mise au point 
automatique se deplacent sur 
la position de memorisation de 
la mise au point. 

• L'ecran ACL affiche la vitesse 
d'obturation et I'ouverture 
determinees par I'appareil photo. 
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PRISE D'UNE PHOTO 



3 



Prenez la photo. 




• Enfoncez le declencheur a 
fond. 



Le voyant d'acces de carte 
clignote pendant 
I'enregistrement de la photo sur 
la carte. 



Bloc memoire 



<Z> 



Remarque 

• Enfoncez le declencheur delicatement. Si vous appuyez brusquement, 
I'appareil photo risque de bouger et les photos d'etre floues. 

• Les photos prises restent enregistrees sur la carte meme si I'appareil photo 
est eteint ou si la batterie est remplacee ou retiree. 

• II ne faut jamais ouvrir le couvercle de la carte/du compartiment de la batterie, 
retirer les batteries ou debrancher I'adaptateur secteur pendant que le voyant 
d'acces de carte clignote. Vous risqueriez de detruire des images enregistrees 
et d'empecher la memorisation des photos que vous venez juste de prendre. 

• Lorsque vous prenez des photos avec un fort contre-jour, la zone d'ombre de 
I'image risque d'apparaitre coloree. 



Bloc memoire 



Chaque fois que vous appuyez sur le declencheur, le bloc memoire 
clignote pour indiquer que la photo que vous venez de prendre est en 
cours d'enregistrement sur la carte. Le bloc memoire change en fonction 
du nombre de photos traite par I'appareil photo. Cet indicateurn'apparaTt 
pas pendant I'enregistrement de video. 



Prise de vue 



Prise de vue 



Avant de 
prendre une 

photo 
(Desactive) 



Apres avoir pris 
une photo 
(Allume) 



Prise de vue i — ■ 



Attente 



Apres avoir pris 
plusieurs photos 
(Allume) 



Maximum atteint 
(Tous allumes) 

Patientez jusqu'a ce que 

I'indicateur s'eteigne de 

nouveau avant de 

prendre d'autres photos. 
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CONTROLE D'UNE PHOTO 



1 



Appuyez sur la touche QUICK VIEW. 





Touche QUICK VIEW 



• Vous pouvez afficher la derniere 
photo prise tout en restart dans un 
quelconque mode prise de vue. 

• Appuyez de nouveau sur la 
touche QUICK VIEW ou 
appuyez legerement sur le 
declencheur lorsque vous etes 
pret a prendre une autre photo. 



Utilisez la molette de defilement pour afficher la 
photo souhaitee. 

10 photos precedentes 




Photo precedente 







( )(u)( ) 
















Photo suivante 



10 photos suivantes 
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ARRET DE L'APPAREIL PHOTO 



1 



Appuyez sur le commutateur POWER 

nmut 

•ir 




Commutateur POWER 

POWER . 



<J 



• L'ecran ACL s'eteint. 

• L'objectif se retracte. 




• Poussez le flash dans I'appareil 
photo. 



Maintenant que vous avez vu comment prendre 
une photo et I'afficher, consultez le Manuel 
Avance pour connaTtre plus d'applications de 
I'appareil photo. 

Et pour plus de plaisir, installez le logiciel 
d'edition d'image OLYMPUS Master se trouvant 
sur le CD-ROM fourni. 
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Caracteristiques 



Appareil photo 

Type d'appareil 
Systeme d'enregistrement 
Vue fixe 



Normes applicables 

Vue fixe avec son 

Video 
Memoire 
Resolution 



Appareil photo numerique (prise de vue et affichage) 

Enregistrement numerique, TIFF (non compresse), JPEG 
(selon la regie de conception des systemes de fichiers 
d'appareil photo (DCF)), donnees RAW 

Exif 2.2, Digital Print Order Format (DPOF), PRINT Image 
Matching II, PictBridge 

Format Wave 

Prise en charge de QuickTime Motion JPEG 
xD-Picture Card (16 a 512 Mo) 



3.072 


x 2.304 pixels 


(RAW/TIFF/SHQ/HQ) 


3.072 


x 2.048 pixels 


(3:2 SHQ/HQ) 


2.592 


x 1.944 pixels 


(SQ1) 


2.288 


x 1.712 pixels 


(SQ1) 


2.048 


x 1.536 pixels 


(SQ1) 


1.600 


x 1.200 pixels 


(SQ1) 


1.280 


x 960 pixels 


(SQ2) 


1.024 


x 768 pixels 


(SQ2) 


640 x 


480 pixels 


(SQ2) 



Nombre d'images enregistrables 
avec une carte de 32 
Mo (sans son) 



3.072 x 2.304) 

3.072 x 2.304) 

3.072 x 2.304) 

3.072 x 2.304) 

1.600 x 1.200 NORMAL) 

640 x 480 NORMAL) 



Nombre de pixels effectifs 
Capteur d'image 

Objectif 



Systeme de mesure 
Ouverture 
Vitesse d'obturation 
Portee de prise de vue 

Viseur 
Ecran ACL 
Mise au point 
automatique 
Connecteurs externes 



Environ 3 images (RAW 
Environ 1 image (TIFF 
Environ 6 images (SHQ 
Environ 18 images (HQ 
Environ 64 images (SQ1 
Environ 331 images (SQ2 

7.100.000 de pixels 

Capteur d'image CCD a semiconducteurs de 1/1 ,8 
pouces a 7.410.000 de pixels (brut) 
Objectif Olympus 7,9 mm a 39,5 mm, f2,8 a f4,8 
(equivalent a un objectif de 38 mm a 190 mm sur un 
appareil photo de 35 mm) 

Mesure ESP numerique, mesure ponctuelle 

12,6 a f8,0 

15 a 1/2000 sec. 

0,6 m a oo (W), 1,2 m a oo (T) (NORMAL) 

8 cm a oo (W), 0,6 m a oo (T) (mode gros plan) 

Viseur optique d'image reelle 

Ecran couleur a cristaux liquides TFT de 2,0", 206.000 pixels 
Mise au point a systeme TTL 
Methode de detection de contraste 

Prise d'entree CC (DC IN), connecteur USB (Connecteur 
multiple), Prise A/V OUT (Connecteur multiple) 
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Caractehstiques 



Calendrier automatique : de 2000 a 2099 
Conditions de fonctionnement 



Temperature 


0°C a 40°C (fonctionnement)/ 
-20°C a 60°C (stockage) 


Humidite 


30% a 90% (fonctionnement)/10% a 90% (stockage) 


Alimentation 


Uniquement une batterie au lithium-ion Olympus LI-12B 
Adaptateur secteur specifie par Olympus (en option) 


Dimensions 


102 mm (L) x 59 mm (H) * 42,5 mm (P) 
(hors saillies) 


Poids 


220 g (sans batterie ni carte) 


Type de memoire 


EEPROM (memoire morte effagable et programmable 
electriquement) flash NAND 


Conditions de fonctionnement 


Temperature 


0°C a 55°C (fonctionnement)/ 
-20°C a 65°C (stockage) 


Humidite 


95% ou inferieure 


Alimentation 


3V (3,3V) 


Dimensions 


20 x 25 x 1,7 mm 


Batterie au lithium-ion LI-12B 


Type 


Batterie au lithium-ion rechargeable 


Tension standard 


3,7V CC 


Capacite standard 


1.230 mAh 


Duree de vie de la 
batterie 


Environ 300 recharges completes 
(en fonction de I'utilisation) 


Temperature 
recommandee 


0°C a 40°C (charge)/ 

-10°C a 60°C (fonctionnement)/ 

0°C a 30°C (stockage) 


Dimensions 


31,9 x 45,8 x 10 mm 


Poids 


Environ 36 g 


Alimentation requise 


1 00 a 240V CA (50 a 60 Hz) 
9 VA (100V) a 16 VA (240V) 


Sortie 


4,2V CC, 860 mA 


Duree de charge 


Environ 120 minutes 


Temperature 
recommandee 


0°C a 40°C (fonctionnement)/ 
-20°C a 60°C (stockage) 


Dimensions 


46 x 37,5 x 86 mm 


Poids 


Environ 75 g (sans batterie) 



La conception et les caractehstiques peuvent etre modifiees sans preavis. 
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Para clientes de Norte y Sudamerica 



Para los clientes de Estados Unidos 

Declaration de conformidad 



Numero de modelo 
Nombre comercial 
Entidad responsable 
Direction 

Numero de telefono 



C-7000 ZOOM/C-70 ZOOM 
OLYMPUS 

OLYMPUS IMAGING AMERICA INC. 

Two Corporate Center Drive, PO Box 9058, Melville, NY 

11747-9058 U.S.A. 

1-631-844-5000 



Se ha probado su cumplimiento con las normas FCC 
PARA USO DOMESTICO O COMERCIAL 

Este dispositivo cumple con el Apartado 15 de las normas FCC. La operation se 
encuentra sujeta a las dos condiciones siguientes: 

(1) Este dispositivo podn'a no causar interferencia perjudicial. 

(2) Este dispositivo debe aceptar cualquier interferencia que se reciba, incluyendo 
aquellas interferencias que pueden provocar un funcionamiento no deseado. 

Aviso FCC 

• Interferencia de radio y television 

Los cambios o modificaciones que no estan expresamente aprobados por el fabricante 
pueden anular la autoridad del usuario de operar este equipo. Este equipo ha sido 
probado y cumple con los Ifmites de los dispositivos digitales Clase B, de acuerdo al 
Apartado 15 de las Reglamentaciones FCC. Estos limites estan disenados para 
suministrar protection razonable contra interferencia perjudicial en una instalacion 
residential. 

Esto equipo puede generar, emplear e irradiar energia de radiofrecuencia que puede 
causar interferencia perjudicial en las comunicaciones de radio si no es instalado y 
empleado de acuerdo con las instrucciones. Sin embargo, no se garantiza que no se 
produzca interferencia en una instalacion particular. Si este equipo causa interferencia 
perjudicial en la reception de radio o television, la cual puede ser determinada 
conectando y desconectando el equipo, se recomienda al usuario que intente corregir la 
interferencia empleando una o mas de las siguientes medidas: 

- Reoriente o recoloque la antena receptora. 

- Aumente la separation entre la camara y el receptor. 

- Conecte el equipo a una toma de corriente en un circuito diferente al cual esta 
conectado el receptor. 

- Consulte a su distribuidoro a un tecnico especializado en radio/TV para ayudarle. Solo 
se debe usar el cable USB suministrado por OLYMPUS para conectar la camara en 
ordenadores personales (PC) capacitados con USB. 

Cualquier cambio o modification no autorizada en este equipo podrfa prohibirle el 
derecho de uso al usuario. 

Para los clientes de Canada 

Este aparato digital de Clase B cumple con todos los requerimientos de las 
reglamentaciones canadienses sobre equipos generadores de interferencia. 



Para los clientes de Europa 

La marca "CE" indica que este producto cumple con los requisitos europeos 
sobre protection al consumidor, seguridad, salud y protection del medio 
ambiente. Las camaras con la marca "CE" estan destinadas a la venta en 
Europa. 



C6 



46 



d4228_basic_sp_00_bookfile_7.book Page 47 Tuesday, August 17, 2004 12:40 PM 

Como usar la camara 48 

Precauciones de seguridad 50 

0 DESEMBALAJE DEL CONTENIDO DEL PAQUETE .... 54 

0 CARGA DE LA BATERIA 56 

0 INSERCION DE LA BATERIA Y DE LA TARJETA... 57 

0 ENCENDIDO DE LA CAMARA 60 

0 COMO TOMAR UNA FOTOGRAFIA 62 

A COMO REVISAR UNA FOTOGRAFIA 64 

A APAGADO DE LA CAMARA 65 

Especificaciones 66 



d4228_basic_sp_00_bookfile_7.book Page 48 Tuesday, August 17, 2004 12:40 PM 




Como usar la camara 






Usando un ordenador... 

Si usa el software OLYMPUS Master 
en un ordenador, podra editar, ver e 
imprimir las fotografias descargadas 
desde la camara. 



Usando una tarjeta... 

Las fotografias hechas con 
esta camara se almacenan 
en una tarjeta xD-Picture 
Card. Si se almacenan los 
datos de reserva de 
impresion con las 
imagenes en la tarjeta, se 
podran imprimir las 
fotografias en un 
establecimientofotografico 
o en una impresora 
compatible con PictBridge. 



Usando una 
impresora... 

Con una impresora compatible 
con PictBridge se pueden 
imprimir las fotografias 
directamente desde la camara. 
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Usando un 
televisor... 

Es posible utilizar un 
televisor para ver 
fotografias y reproducir 
videos desde la camara. 
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AF:PUNTO 


) 




iESP ] 


B i 




PUNTO 1 


1 




AREA ] 


SELECC.+tg OK*3B 



Uso de los botones de 
acceso directo... 

Los botones de acceso directo 
permiten utilizarfunciones como 
el borrado o la proteccion de 
fotografias o la selection del 
modo de flash, facilitando el uso 
de la camara. 





M;ELECC* 33 ACEPT. OK»OK| 



Uso del disco de modo... 

El disco de modo sirve para seleccionar 
un modo de fotografia o de 
reproduccion. Con SCENE podra 
seleccionar las mejores opciones para 
las condiciones de fotografia de 5 
situaciones diferentes. 



Uso de las teclas de control y 
del boton ©... 

Las teclas de control y el boton ® sirven 
para seleccionar y configurar las opciones 
de los menus, asi como para ver las 
fotografias cuadro a cuadro. 

Uso de los menus... 

En los menus que aparecen en el 
monitor se seleccionan las 
funciones relacionadas con la 
fotografia y la reproduccion. 
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Precauciones de seguridad 



A 
A 



A 



PRECAUCI6N 



RIESGO DE DESCARGAS 
ELECTRICAS 
NO ABRIR 



PRECAUCION: PARA REDUCIR EL RIESGO DE DESCARGAS ELECTRICAS, NO 
RETIRE LA CUBIERTA (O PARTE TRASERA). EN EL INTERIOR NO HAY PIEZAS QUE 
EL USUARIO PUEDA REPARAR. REMITA LA REPARACION A PERSONAL DE 
SERVICIO ESPECIALIZADO OLYMPUS. 



El si'mbolo del rayo con una punta de flecha, dentro de un triangulo equilatero, tiene como finalidad alertar al 
usuario de la existencia de puntos de voltaje no aislados dentro del producto que podrian causar una seria 
descarga electrica. 

El signo de admiracidn dentro de un triangulo equilatero tiene como finalidad alertar al usuario de la existencia 
de importantes instrucciones de operacidn y mantenimiento en la documentacion suministrada con el producto. 



[ADVERTENCIAI 

PARA EVITAR EL RIESGO DE INCENDIO O DESCARGAS ELECTRICAS, NUNCA EXPONGA ESTE PRODUCTO 
AL AGUA Nl LO UTILICE EN UN ENTORNO MUY HUMEDO. 



Precauciones Generales 



Lea todas las instrucciones — Antes de utilizar este producto, lea todas las 

instrucciones operativas. 
Conserve estas instrucciones — Conserve todas las instrucciones de 

seguridad y de operacion para referencia futura. 
Respete las advertencias — Lea detenidamente y respete todas las etiquetas de 

advertencia en el producto y descritas en las instrucciones de uso. 
Siga las instrucciones — Siga todas las instrucciones suministradas con este 

producto. 

Limpieza — Siempre desenchufe el producto de la toma de corriente antes de 
limpiarlo. Para la limpieza use solo un pafio humedo. Nunca use limpiadores 
liquidos o aerosoles, ni solventes organicos de ningun tipo para limpiar este 
producto. 

Accesorios — Para su seguridad y evitar danos al producto, utilice unicamente 
los accesorios recomendados por Olympus. 

Agua y humedad — Nunca utilice este producto en la proximidad del agua (cerca 
de baneras, piletas de cocina, tinas de lavar, sotanos humedos, piscinas de 
natacion o bajo la lluvia). En las precauciones de los productos disenados a 
prueba de la intemperie, consulte las secciones de resistencia a la intemperie 
en los manuales de los respectivos productos. 

Ubicacion — Para evitar danos al producto y danos personales, nunca coloque 
este producto sobre una base, tripode, soporte, mesa o carro inestable. 
Montelo unicamente sobre un tripode, base o soporte estable. Siga las 
instrucciones que describen como montar el producto con seguridad, y use 
solo los dispositivos de montaje recomendados por el fabricante. 
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Precauciones de seguridad 



Fuentes de alimentacion — Conecte este producto unicamente con la fuente de 
alimentacion descrita en la etiqueta del producto. Si no esta seguro del tipo de 
suministro de alimentacion en su hogar, consulte a la compama de electricidad 
local. En cuanto a la informacion sobre el uso del producto con una pila, 
refierase al manual de instrucciones. 

Conexion a masa, polarizacion — Si este producto se puede usar con un 
adaptador de CA especificado, el adaptador debe estar equipado con un 
enchufe de linea de corriente alterna polarizada (un enchufe con una hoja mas 
ancha que la otra). Esta funcion de seguridad permite que el enchufe sea 
colocado en la toma de corriente de alimentacion solo de una manera. Si no es 
posible conectar el enchufe en la toma de corriente, retirelo e inviertalo, y luego 
reinserted. Si aun el enchufe no puede ser insertado, contactese con un 
electricista para reemplazar la caja de contacto. 

Proteccion del cable de alimentacion — El cable de alimentacion debe ser 
colocado de manera que no pueda ser movilizado. Nunca coloque objetos 
pesados sobre el cable ni lo enrolle alrededor de la pata de mesas o sillas. 
Mantenga el area de los puntos de conexion del cable de alimentacion, toma 
de corriente y producto, libre de los cables de alimentacion de adaptadores de 
CA o de accesorios. 

Rayos — Si se produce una tormenta electrica mientras esta utilizando el 
adaptador de CA especificado, retirelo de la toma de corriente inmediatamente. 
Para impedir danos causados por oleadas de energia inesperadas, siempre 
desconecte el adaptador de CA de la toma de corriente y desconectelo de la 
camara cuando no sea utilizado. 

Sobrecarga — Nunca sobrecargue con demasiados enchufes las tomas de 
corriente, cables de extension, tomas de corriente de regleta u otros puntos de 
conexion de alimentacion. 

Objetos extranos, derrame de liquidos — Para evitar danos personales 
causados por incendios o descargas electricas debido al contacto con puntos 
internos de alto voltaje, nunca inserte objetos de metal en el producto. Evite el 
uso del producto donde hubiera algun peligro de derrame de liquidos. 

Calentadores — Nunca utilice ni guarde este producto cerca de fuentes de calor, 
tales como radiadores, rejillas de calefaccion, estufas o cualquier tipo de 
equipo o aparato generador de calor, incluyendo amplificadores estereo. 

Reparaciones — Remita toda reparacion a personal de servicio cualificado. El 
intento de retirar las cubiertas o desarmar el producto podria exponerlo a 
peligrosos puntos de alto voltaje. 
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Precauciones de seguridad 



Danos que requieren reparacion — Si observa alguna de las condiciones 
descritas a continuation, mientras utiliza el adaptador de CA especificado, 
desenchufelo de la toma de corriente y remita la reparacion a personal de 
servicio cualificado: 

a) Si ha derramado liquido, o caido algun objeto dentro del producto. 

b) El producto ha sido expuesto al agua. 

c) El producto no funciona normalmente aun siguiendo el manual de 
instrucciones. Ajuste unicamente los controles descritos en el manual de 
instrucciones, ya que el ajuste incorrecto de otros controles podria ocasionar 
dahos que posteriormente requieran de una extensa tarea de reparacion por 
parte del tecnico. 

d) El producto se ha caido o dahado de alguna manera. 

e) El producto presenta cambios notables en su rendimiento. 

Piezas de repuesto — Cuando se requiera el reemplazo de piezas, asegurese 
de que el centra de reparaciones utilice unicamente piezas con las mismas 
caracteristicas que las originales, como lo recomienda el fabricante. Las 
sustituciones no autorizadas pueden ocasionar incendios, descargas 
electricas, o dar lugar a otros riesgos. 

Comprobacion de seguridad — Despues de finalizar el servicio o reparacion, 
solicite al tecnico de servicio que efectue una comprobacion de seguridad para 
determinar si el producto esta en buenas condiciones de funcionamiento. 

Avisos legales y otros 

• Olympus no asume la responsabilidad ni ofrece garantias con respecto a 
cualquier daho o beneficio que pudiera surgir del uso legal de esta unidad o 
cualquier petition de una tercera persona, que sea causada por el uso 
inapropiado de este producto. 

• Olympus no asume la responsabilidad ni ofrece garantias con respecto a 
cualquier dano o beneficio que pudiera surgir del uso legal de esta unidad, que 
sea causado por el borrado de datos de imagenes. 

Descargo de Responsabilidad de Garantias 

• Olympus no asume la responsabilidad ni ofrece garantias, escritas o implicitas, 
con respecto al contenido de este material escrito o del software, ni tampoco 
en ningun caso asumira la responsabilidad por ninguna garantia implicada en 
la comercializacion o conveniencia para algun proposito particular, o algun 
perjuicio consecuente, fortuito o indirecto (que incluye, pero no se restringe a 
los perjuicios causados por perdida de beneficios comerciales, interrupciones 
comerciales y perdidas de informaciones comerciales) que pudiera surgir del 
empleo o incapacidad de uso de este material escrito, del software o del 
equipo. Algunos paises no permiten la exclusion o limitation de 
responsabilidad por perjuicios consecuentes o fortuitos, de manera que las 
limitaciones anteriormente mencionadas puedan no ser aplicables a Ud. 

• Olympus se reserva todos los derechos de este manual. 
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Precauciones de seguridad 



ADVERTENCIA 



El fotografiado no autorizado o el uso de material protegido por los derechos de 
autor puede violar las leyes aplicables de los derechos autorales. Olympus no 
asume ninguna responsabilidad por el fotografiado no autorizado, por el uso, u 
otros actos que violen los derechos de los propietarios de tales derechos de autor. 

Aviso sobre la Proteccion de los Derechos Autorales 



Todos los derechos son reservados. Ninguna parte de este material escrito o del 
software podra ser reproducida o utilizada de ninguna forma ni bajo ningun medio, 
electronico o mecanico, incluyendo el fotocopiado y la grabacion o el uso de 
cualquier tipo de sistema de almacenamiento y recuperacion de informacion sin 
la autorizacion previa y por escrito de Olympus. No se asume ninguna 
responsabilidad con respecto al uso de la informacion contenida en este material 
escrito o en el software, ni por perjuicios resultantes del uso de la informacion en 
estos contenida. Olympus se reserva el derecho de modificar las caracteristicas y 
el contenido de esta publication o del software sin aviso previo ni obligation 
alguna. 

Marcas comerciales 



• IBM es una marca registrada de International Business Machines Corporation. 

• Microsoft y Windows son marcas registradas de Microsoft Corporation. 

• Macintosh es una marca comercial de Apple Computer Inc. 

• Todos los demas nombres de compahias y productos son marcas registradas 
y/o marcas comerciales de sus respectivos propietarios. 

• Las normas para sistemas de archivos de camara referidas en este manual son 
las "Normas de Diseho para Sistema de Archivos de Camara/DCF" estipuladas 
por la Asociacion de Industrias Electronicas y de Tecnologia de Informacion de 
Japon (JEITA). 
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DESEMBALAJE DEL CONTENIDO DEL PAQUETE 



Si faltara o estuviera dafiado algiin componente de la camara, acuda al sitio de compra. 




Camara digital Correa Tarjeta 

(xD-Picture Card: 32 MB) 




Baten'a LI-12B de Cargador de Cable USB 

iones de litio baten'a LI-10C 
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DESEMBALAJE DEL CONTENIDO DEL PAQUETE 



Fijacion de la correa 



1 



Fije la correa tal como se muestra. 




® 



Nota 

• Tenga cuidado con la correa cuando transporte la camara, puesto que podrfa 
quedar enganchada en los objetos dispersos y causar danos de gravedad. 

• Fije la correa correctamente, tal como se indica arriba, para evitar que la 
camara se caiga. Si la camara se llegara a caer por haber colocado la correa 
incorrectamente, Olympus no se hace responsable de ningiin dano. 
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CARGA DE LA BATERIA 



La bateria no esta totalmente cargada en el momento de su adquisicion. 
Carguela completamente con el cargador LI-10C antes de usarla. 

1 Conecte el cable de corriente. 



Cargador de bateria LI-10C 




• Cuando empieza la carga, el indicador se enciende en color rojo. 



• Cuando la bateria este cargada completamente, el indicador se volvera verde. 

@ CONSEJOS 
• La bateria LI-12B tarda unos 120 minutos en cargarse. 

®Nota 
• Esta camara utiliza una bateria LI-12B/LI-10B de iones de litio de Olympus. 
No se puede usar ningiin otro tipo de bateria. 

• La duracion de la bateria dependera de las condiciones de fotografi'a, etc. 

• El cargador se puede utilizar en el intervalo de CA1 00V - CA240V (50/60Hz). 
Cuando se utilice el cargador en el extranjero, es probable que se necesite 
un adaptador de enchufes para adaptar el enchufe a la forma de la toma de 
corriente CA. Para mas informacion, consulte a su tienda de electricidad o 
agencia de viajes habitual. 

• Durante el viaje, no utilice convertidores de voltaje de venta en tiendas del 
extranjero, pues podria estropear el cargador. 




d4228_basic_sp_00_bookfile_7.book Page 57 Tuesday, August 17, 2004 12:40 PM 



INSERCION DE LA BATERIA Y DE LA TARJETA 



1 



Asegurese de que la camara este apagada. 



• El objetivo esta retraido. 



• El monitor esta 
apagado. 



Tapa del compartimiento de la bateria/tarjeta 

Abra la tapa del compartimiento de la bateria/tarjeta 




O Deslizar 




© Levantar 



3 



Inserte la bateria. 




Boton de 
bloqueo de 
la bateria 

• La bateria queda encajada cuando 
se introduce de forma correcta. 



Para sacar la bateria 

Deslice el boton de bloqueo 
tal y como se muestra. La 
bateria se levanta y es 
posible sacarla. 




Boton de bloqueo 
de la bateria 
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INSERCION DE LA BATERIA Y DE LA TARJETA 



Inserte la tarjeta. 




Contactos 



Ranura 



i Compruebe que la tarjeta 
esta bien orientada e 
introduzcala 

manteniendola recta; de lo 
contrario, podrian 
estropearse los contactos, 
o quedarse atascada la 
tarjeta. 



Para retirar la tarjeta 

Empuje la tarjeta hasta el fondo 
y sueltela despacio. 



Sujetela y retirela. 





®Nota 
• La tarjeta podria no grabar bien si no se introduce hasta el fondo. 
• Si retira el dedo rapidamente despues de empujar a fondo la tarjeta, 
esta podria salirse con fuerza de la ranura. 



Cierre la tapa del compartimiento de la bateria/ 
tarjeta. 




O Cerrar 



© Deslizar 



Presione hacia abajo en el centra de la tapa al deslizarla. 
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INSERCION DE LA BATERIA Y DE LA TARJETA 



® 



Nota 

• El consumo de energi'a de la camara varia en gran medida, dependiendo de 
las condiciones de fotografia. 

• El consumo de energi'a es continuo durante las condiciones descritas mas 
abajo. En los siguientes casos, la carga durara menos tiempo. 

• Cuando el monitor esta encendido. 

• Cuando se deja el monitor en el modo de reproduccion durante un 
tiempo prolongado. 

• Ajustes repetidos de zoom. 

• Enfoque automatico repetido presionando a medias el boton obturador. 

• Cuando esta activo el modo de enfoque automatico (AF) continuo. 

• Cuando se conecta a un ordenador o a una impresora. 

• Si utiliza una baten'a gastada, la camara podrfa apagarse sin mostrar antes 
el aviso de baten'a baja. 



Esta camara utiliza una tarjeta xD-Picture Card (16 - 512 MB). 

— Area de in dice 

Este espacio se puede usar para escribir el contenido de 
la tarjeta. 




Contactos 

Es la parte por la que entran en la tarjeta los datos 
transferidos desde la camara. 



Nota 

• Es posible que esta camara no pueda reconocer una tarjeta que no sea de 
OLYMPUS o que haya sido formateada en otro dispositivo (como un 
ordenador, etc.). Antes de usar la tarjeta, no olvide formatearla en esta 
camara. 

• No presione sobre la tarjeta con objetos duros o afilados, como boh'grafos. 

• No abra nunca la tapa del compartimiento de la baterfa/tarjeta, ni retire la 
tarjeta o la baten'a mientras la camara este encendida. Si lo hace, podn'an 
destruirse todos los datos de la tarjeta. Una vez destruidos, los datos no 
pueden recuperarse. 

• No pegue ninguna etiqueta encima de la tarjeta, porque la tarjeta podrfa 
quedarse atascada en la camara. 
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ENCENDIDO DE LA CAMARA 



1 



Situe el disco de modo en P y presione el 
interruptor POWER. 



r 



Interruptor POWER 

POWER . 




■ Indicacion de verification de la batena 
■ Modo de fotografia 




i%%mm 3'ifl'l 



■ El objetivo se extiende y el monitor 
se enciende. 



Presione el boton del flash. 
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ENCENDIDO DE LA CAMARA 



CONSEJOS 

• Al utilizar la camara por primera vez aparece "A/M/D" pidiendole que ajuste 
la fecha y la hora. Consulte el apartado "Ajuste de la fecha y la hora" en el 
capflulo 7 del Manual Avanzado. Aunque la camara funciona sin realizareste 
ajuste, podrfan no aparecer las fechas correctas en la vista de calendario. 

Nota 

• Para ahorrar energia, la camara entra automaticamente en el modo de 
reposo y deja de funcionar despues de unos 3 minutos de inactividad. La 
camara se volvera a activar en cuanto accione el boton obturador o el mando 
de zoom. 

• 4 horas despues de que la camara acceda al modo de reposo, la camara 
retrae el objetivo y se apaga automaticamente. Enciendala si desea utilizarla. 

• Si la camara se utiliza continuamente durante un pen'odo de tiempo 
prolongado, su temperatura interna puede subir. En tal caso, puede que se 
apague automaticamente. Espere antes de volver a utilizarla. 



® 



Carga de la bateria 



La indication de verification de la bateria cambia dependiendo de la 
carga restante. 



Iluminada (verde) 
(Desaparece tras unos 
instantes.) 



Parpadeante (rojo) 



"BATER. AGOTADA" 
aparece. 



Lista para fotografiar. 



Es necesario cargar la 
batena cuanto antes. 



La bateria esta agotada, hay 
que cargarla. 
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COMO TOMAR UNA FOTOGRAFIA 




\ 

Boton obturador 



Lampara de control de la tarjeta 



Marca de objetivo de enfoque automatico (AF) 




• Utilizando el monitor, situe la marca 
de objetivo de enfoque automatico 
(AF) sobre el sujeto. 



• Mantenga presionado a medias el 
boton obturador. 



• Cuando se bloquean el enfoque y la 
exposition, se enciende la lampara 
verde (Bloqueo de enfoque). 

• La marca J se ilumina cuando el 
flash esta a punto de disparar. 

• La marca de objetivo de enfoque 
automatico (AF) se mueve a donde 
esta bloqueado el enfoque. 

• El monitor muestra la velocidad de 



obturacion y la abertura 
determinadas por la camara. 
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COMO TOMAR UNA FOTOGRAFIA 



3 



Tome la fotografia. 




i Presione del todo el boton 
obturador. 



i La lampara de control de la tarjeta 
parpadea mientras la fotografia se 
graba en la tarjeta. 



Indicador de memoria 



<Z> 



Nota 

• Presione con suavidad el boton obturador. Si presiona con fuerza, la camara 
se podn'a mover y la foto saldra borrosa. 

• Las fotografias grabadas se almacenan en la tarjeta con independencia de 
que se apague la camara o de que se cambie o se extraiga la baten'a. 

• Nunca abra la tapa del compartimiento de la bateria/tarjeta retire la baten'a ni 
desconecte el adaptador de CA mientras la lampara de control de la tarjeta esta 
parpadeando. Si lo hace, se perderan las fotografias que tiene almacenadas y 
no se podran almacenar las fotografias recien capturadas. 

• Si realiza fotografias con un contraluz intenso, la zona en sombras de la 
imagen podn'a aparecer coloreada. 



Indicador de memoria 



Cada vez que se presiona el boton obturador, el indicador de memoria 
se ilumina indicando que la fotografia recien tomada se esta grabando 
en la tarjeta. El indicador de memoria varia dependiendo del numero de 
fotografias que este procesando la camara. Este indicador no se muestra 
mientras se estan grabando videos. 



Fotografiar 



Fotografiar 



Antes de hacer 
ninguna 
fotografia 
(desactivado) 



Tras hacer una 
fotografia 
(iluminado) 



Fotografiar ^ | 



Despues de varias 
fotografias 
(iluminado) 



Esperar ' — 1 

Maximo alcanzado 
(todo iluminado) 
Antes de hacer mas 
fotografias, espere a 
que se vuelva a apagar 
el indicador. 
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COMO REVISAR UNA FOTOGRAFIA 



1 



Presione el boton QUICK VIEW. 





Boton QUICK VIEW 
(Visualizacion Rapida) 



i Esta opcion permite ver la ultima 
fotografi'a hecha mientras la camara 
se encuentra en cualquier modo de 
fotografi'a. 

i Cuando este listo para hacer otra 
fotografi'a, vuelva a presionarel 
boton QUICK VIEW o presione un 
poco el boton obturador. 



Utilice las teclas de control para mostrar la 
fotografi'a que desee. 

Retroceder 1 0 fotograf las 





Fotografi'a anterior Fotografia siguiente 

Avanzar 10 fotografias 
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APAGADO DE LA CAMARA 




Ahora que ha aprendido a fotografiar y a reproducir 
las fotografias, consulte el Manual Avanzado para 
conocer mas aplicaciones de la camara. 
...Y si desea pasarselo aun mejor, instale el 
software OLYMPUS Master de edicion de 
imageries que se incluye en el CD-ROM adjunto. 
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Especificaciones 



Camara 

Tipo de producto 
Sistema de grabacion 
Fotografia 

Estandares 

aplicables 

Sonido cor fotografi'as 

Video 
Memoria 
Resolucion 



Num. de fotografias 
almacenables 
Cuando se utiliza una 
tarjeta de 32 MB (sin 
grabacion de sonido) 



Num. de pixeles efectivos 
Elemento captador de 
imagenes 
Objetivo 

Sistema fotometrico 
Abertura 

Velocidad de obturation 
Alcance de fotografia 

Visor 
Monitor 

Enfoque automatico 
Conector exterior 



Camara digital (para fotografia y visualization) 

Grabacion digital, TIFF (sin compresion), JPEG (de 

acuerdo con las Normas de Diseno para Sistema de 

Archivos de Camara (DCF)), datos RAW 

Exif 2.2, Digital Print Order Format (DPOF), PRINT Image 

Matching II, PictBridge 

Formato de onda 

Soporte QuickTime Motion JPEG 

xD-Picture Card (16-512 MB) 

3.072 x 2.304 pixeles (RAW/TIFF/SHQ/HQ) 

3.072 x 2.048 pixeles (3:2 SHQ/HQ) 

2.592 x 1 .944 pixeles (SQ1 ) 

2.288 x 1.712 pixeles (SQ1) 

2.048 x 1.536 pixeles (SQ1) 

1.600 x 1.200 pixeles (SQ1) 

1 .280 x 960 pixeles (SQ2) 

1 .024 x 768 pixeles (SQ2) 

640 x 480 pixeles (SQ2) 



(RAW: 3.072 x 2.304) 

(TIFF : 3.072 x 2.304) 

(SHQ : 3.072 x 2.304) 

(HQ : 3.072 x 2.304) 

(SQ1 : 1.600 x 1.200 NORMAL) 

(SQ2 : 640 x 480 NORMAL) 



Aprox. 3 cuadros 
Aprox. 1 cuadro 
Aprox. 6 cuadros 
Aprox. 18 cuadros 
Aprox. 64 cuadros 
Aprox. 331 cuadros 
7.100.000 pixeles 

Elemento captador de imagenes CCD de estado solido, 
de 1/1,8", 7.410.000 pixeles (total) 
Objetivo Olympus de 7,9 mm a 39,5 mm, f2,8 a f4,8 
(equivalente a un objetivo de 38 mm a 190 mm en una 
camara de 35 mm) 

Medicion ESP digital, medicion puntual 

f2,8 a f8,0 

15 a 1/2000 seg. 

0,6 m a oo (W), 1,2 m a oo (T) (NORMAL) 

8 cm a oo (W), 0,6 m a oo (T) (modo macro) 

Visor optico de imagen real 

Pantalla LCD TFT a color de 2,0", 206.000 pixeles 

Sistema de enfoque automatico TTL 

Metodo de detection de contraste 

Jack DC-IN, conector USB (multiconector), 

Jack A/V OUT (multiconector) 
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Especificaciones 


Sistema de calendario 


2000 hasta 2099 


automatico 




Entorno de funcionamiento 


Temperatura 


0°C a 40°C (funcionamiento)/ 




-20°C a 60°C (almacenamiento) 


Humedad 


30% a 90% (funcionamiento)/ 




10% a 90% (almacenamiento) 


Fuente de alimentacion 


Solo una bateria de iones de litio Olympus LI-12B 




Adaptador de CA especificado por Olympus (opcional) 


Dimensiones 


102 mm (An.) x 59 mm (Al.) * 42,5 mm (Pr.) 




(excluyendo los salientes) 


Peso 


220 g (sin la bateria ni la tarjeta) 


Tipo de memoria 


NAND flash EEP-ROM 


Entorno de funcionamiento 


Temperatura 


0°C a 55°C (funcionamiento)/ 




-20°C a 65°C (almacenamiento) 


Humedad 


95 % o inferior 


Voltaje 


3V (3,3V) 


Dimensiones 


20 x 25 x 1,7 mm 


Tipo 


Bateria recargable de iones de litio 


Voltaje estandar 


CC 3,7V 


Capacidad estandar 


1 .230 mAh 


Duration de la bateria 


Aprox. 300 recargas completas (varfa segiin el uso) 


Temperatura 


0°C a 40°C (durante la carga)/ 


recomendada 


-10°C a 60°C (funcionamiento)/ 




0°C a 30°C (almacenamiento) 


Dimensiones 


31,9 x 45,8 x 10 mm 


Peso 


Aprox. 36 g 


Cargador de bateria LI-10C 


Requisitos de potencia 


CA 100 a 240V (50 a 60 Hz) 




9 VA (1 00V) a 1 6 VA (240V) 


Salida 


CC 4,2V 860 mA 


Tiempo de carga 


Aprox. 120 min. 


Temperatura 


0°C a 40°C (funcionamiento)/ 


recomendada 


-20°C a 60°C (almacenamiento) 


Dimensiones 


46 x 37,5 x 86 mm 


Peso 


Aprox. 75 g (sin la bateria) 



El diseno y las especificaciones estan sujetas a cambios sin previo aviso. 
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Fur Kunden in Nord- und Siidamerika 



Fur Kunden in den USA 

Betriebserlaubnis 

Modell-Nummer : C-7000 ZOOM/C-70 ZOOM 

Markenname : OLYMPUS 

Verantwortlicher Hersteller : OLYMPUS IMAGING AMERICA INC. 

Anschrift : Two Corporate Center Drive, PO Box 9058, Melville, NY 

11747-9058 U.S.A. 
Telefonnummer : 1-631-844-5000 

Auf Ubereinstimmung mit den FCC-Bestimmungen gepruft. 
FUR DEN HEIM- UND BUROGEBRAUCH 

Dieses Gerat erfullt die Auflagen unter Abschnitt 15 der FCC-Bestimmungen. Das 
Betreiben dieses Gerats ist zulassig, wenn die nachfolgend genannten Auflagen erfullt 
werden: 

(1) Von diesem Gerat durfen keine schadlichen Storeinstreuungen ausgehen. 

(2) Dieses Gerat muss die Einwirkung von Storeinstreuungen zulassen. Dies schliefit 
Storeinstreuungen ein, welche Beeintrachtigungen der Funktionsweise oder 
Betriebsstorungen verursachen konnen. 

FCC-Bestatigung 

• Storeinstreuungen bei Rundfunk- und Fernsehempfangern 

Werden an diesem Gerat Anderungen und Umbauten ohne ausdriickliche Genehmigung 
des Herstellers vorgenommen, erlischt die Betriebserlaubnis fur dieses Gerat. Die 
Typeniiberprufung ergab, dass dieses Gerat den Auflagen fur Digitalgerate der 
Klassifizierung B, gemalJ Abschnitt 15 der FCC-Bestimmungen, entspricht. Die 
Einhaltung dieser Bestimmungen gewahrleistet ausreichenden Schutz gegen 
Storeinstreuungen in Wohngebieten. 

Dieses Gerat erzeugt, arbeitet mit und strahlt Funkfrequenzenergie ab und kann bei nicht 
sachgemalier Installation und Nutzung, dies bedeutet bei Nichtbeachtung dervom 
Hersteller vorgeschriebenen Anweisungen zur Installation und Nutzung, 
Storeinstreuungen bei Rundfunk- und Fernsehempfangern verursachen. 
Es kann nicht ausgeschlossen werden, dass in einzelnen Fallen auch bei sachgemaUem 
Gebrauch dieses Gerats Storeinstreuungen verursacht werden. Falls dieses Gerat bei 
Rundfunk- und Fernsehempfangern Storeinstreuungen, welche durch das Ein- und 
Ausschalten des Gerats nachgewiesen werden konnen, verursacht, ist der Benutzer 
aufgefordert, eine oder mehrere der nachfolgend aufgelisteten Abhilfemalinahmen 
durchzufuhren. 

- Die Empfangsantenne neu ausrichten oder an anderer Stelle installieren. 

- Den Abstand zwischen Empfanger und Gerat vergroliern. 

- Das Gerat nicht an die gleiche Netzleitung, die den Empfanger versorgt, anschliefien. 

- Sich an seinen Fachhandler oder an qualifiziertes technisches Personal zu wenden. 
Zum Anschluss der Kamera an einen USB-fahigen Personal Computer (PC) darf 
ausschliefilich das von OLYMPUS gelieferte USB-Kabel verwendet werden. 

Werden an diesem Gerat Anderungen und Umbauten ohne ausdriickliche Genehmigung 
des Herstellers vorgenommen, erlischt die Betriebserlaubnis fur dieses Gerat. 

Fur Kunden in Kanada 

Dieses digitale Gerat der Klasse B erfullt alle Anforderungen der kanadischen Vorschriften 
fur Gerate, die Storeinstreuungen verursachen. 



Fur Kunden in Europa 

Das (CE)-Zeichen bestatigt, das dieses Produkt mit den europaischen Bestimmungen fur 
Sicherheit, Gesundheit, Umweltschutz und Personenschutz ubereinstimmt. Mit dem (CE)- 
Zeichen versehene Kameras sind fur den europaischen Markt bestimmt. 



C6 
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Manual Contents 



Verwenden der Kamera. 
Sicherheitshinweise 



AUSPACKEN DES VERPACKUNGSINHALTS . 



AUFLADEN DES AKKUS. 



EINLEGEN DES AKKUS UND DER KARTE. 



EINSCHALTEN DER KAMERA , 



ERSTELLEN EINER AUFNAHME . 



UBERPRUFEN EINER AUFNAHME , 



AUSSCHALTEN DER KAMERA. 



Technische Daten. 
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Navigation 

Verwenden der Kamera 





Verwenden eines 
Computers... 

Wenn Sie die OLYMPUS Master- 
Software auf Ihrem Computer installiert 
haben, konnen Sie Ihre Bilder bearbeiten, 
ansehen sowie die von Ihrer Kamera 
heruntergeladenen Bilder ausdrucken. . 

Verwenden einer 
Karte... 

Die mit dieser Digitalkamera 
aufgenommenen Bilder 
werden auf einer xD-Picture 
Card gespeichert. Wenn Sie 
die entsprechenden 
Druckvorauswahldaten mit 
Ihren Bildern auf der Karte 
abspeichern, konnen Sie die 
Bilder in einem Fotolabor 
oder auf einem PictBridge- 
kompatiblen Drucker 
ausdrucken. 

Verwenden eines 
Druckers... 

Mit einem PictBridge- 
kompatiblen Drucker konnen 
Sie Bilder direkt von Ihrer 
Kamera ausdrucken. 
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Verwenden eines 
Fernsehgerats... 

Sie konnen die Bilder oder 
Movies Ihrer Kamera auf 
einem Fernsehgerat 
ansehen. 
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Verwenden der 
Direkttasten... 

Mit den Direkttasten konnen Sie bestimmte 
Funktionen ausfiihren: z. B. konnen Sie 
Bilder loschen Oder mit einem 
Schreibschutz versehen Oder Sie konnen 
den Blitzmodus einstellen - das Bedienen 
der Kamera wird Ihnen dadurch erleichtert. 














AF:SPOT 






iESP ] 






SPOT 1 


— 1 




BE REICH ] 


WAHLEN+tg OK*3B 



P.hl;n»;I3eimst..^ ok».ok| 



Verwenden der 
Programmwah Ischeibe . . . 

Mit der Programmwahlscheibe konnen Sie den 
Aufnahme- Oder Wiedergabemodus wahlen. Mit 
SCENE konnen Sie die optimalen Einstellungen 
fur Aufnahmebedingungen in 5 verschiedenen 
Situationen wahlen. 

Verwenden der Pfeiltasten 
und der (f)-Taste... 

Mit den Pfeiltasten und der (©-Taste 
konnen Sie Meniioptionen auswahlen und 
einstellen sowie Bilder einzeln 
nacheinander wiedergeben. 

Verwenden der Menus... 

Mit den auf dem LCD-Monitor 
angezeigten Menus konnen Sie die 
Funktionen fur die Aufnahme und 
Wiedergabe einstellen. 
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Sicherheitshinweise 



A 



VORSICHT 



STROMSCHLAGGEFAHR 
NICHT OFFNEN 



A 



VORSICHT:ZUR VERMEIDUNG VON STROMSCHLAGEN NIEMALS DAS GEHAUSE 
(ODER DIE GEHAUSERUCKSEITE) ENTFERNEN. DIESES PRODUKT ENTHALT 
KEINERLEI BENUTZERSEITIG ZU WARTENDE TEILE. UBERLASSEN SIE 
WARTUNGSARBEITEN QUALIFIZIERTEM FACHPERSONAL. 



f t \ Das Blitzsymbol im Dreieck verweist darauf, dass dieses Produkt Hochspannungsbauteile enthalt die schwere 
7\ Stromschlage verursachen konnen. 



A 
A 



Das Ausrufungszeichen im Dreieck verweist auf wichtige Handhabungs- und Wartungsanweisungen in der zu 
!\ diesem Produkt gehdrigen Benutzerdokumentation. 

ACHTUNG^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^ - 

DIESES PRODUKT NIEMALS NASSE ODER FEUCHTIGKEIT AUSSETZEN. ANDERNFALLS BESTEHT FEUER- 
UND STROMSCHLAGGEFAHR. 



Allgemeine Vorsichtsmaliregeln 



Die Benutzerdokumentation sorgfaltig lesen — Vor dem Gebrauch dieses 
Produktes erst die Bedienungsanleitung lesen. 

Die Benutzerdokumentation aufbewahren — Sicherheitsbroschiire und 
Bedienungsanleitung zur kunftigen Bezugnahme aufbewahren. 

Alle Warnhinweise beachten — Alle am Produkt befindlichen und in der 
Benutzerdokumentation enthaltenen Warnhinweise beachten. 

Alle Angaben befolgen — Die Angaben zur Handhabung des Produktes miissen 
stets befolgt werden. 

Reinigung — Vor der Reinigung dieses Produktes das Netzteil abtrennen. Zur 
Reinigung ein befeuchtetes Tuch verwenden. Niemals Losungsmittel, sich 
verfliichtigende oder organische Reinigungsmittel verwenden. 

Zubehor — Ausschliefilich von Olympus empfohlenes Zubehor verwenden. 
Andernfalls kann dieses Produkt schwer beschadigt und eine 
Verletzungsgefahr nicht ausgeschlossen werden. 

Nasse und Feuchtigkeit — Dieses Produkt niemals an Orten verwenden, an 
denen Nasse und Feuchtigkeit einwirken konnen (Badewanne, Kiiche, 
Schwimmbecken oder im Freien bei Regen etc.). Die Sicherheitshinweise zu 
spritzwasserfesten Produkten finden Sie im entsprechenden Abschnitt des 
jeweils zugehorigen Referenzhandbuchs. 

Standort — Dieses Produkt muss stets so aufgestellt oder befestigt werden, dass es 
nicht beschadigt werden und keine Schaden und/oder Verletzungen verursachen 
kann. Dieses Produkt niemals an oder auf einer instabilen Unterlage oder 
Haltevorrichtung, wie Stativ, Untergestell, Halter, Tisch oder fahrbarer Untersatz, 
befestigen, oder aufstellen. Das Produkt muss stets, wie in der Bedienungsanleitung 
beschrieben, aufgestellt oder befestigt werden. Es sollten ausschliefilich die vom 
Hersteller empfohlenen Haltevorrichtungen verwendet werden. 
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Sicherheitshinweise 



Stromversorgung — Es durfen ausschlieftlich geeignete Stromquellen 
entsprechend des am Produkt angebrachten Typenschildes verwendet 
werden. Falls Unklarheiten zur Eignung der verfugbaren Stromversorgung 
bestehen, wenden Sie sich bitte an die zustandigen Stromerzeuger. Angaben 
zum Batteriebetrieb dieses Produktes finden Sie in der zugehorigen 
Bedienungsanleitung. 

Erdung, Polaritat — Wenn dieses Produkt zur Stromversorgung mittels eines 
geeigneten Netzteils ausgelegt ist, kann dieses Netzteil ggf. mit einem gepolten 
Netzstecker (bei dem beide Flachklingenkontakte verschieden breit sind) 
ausgeriistet sein. Netzstecker dieser Ausfuhrung sind nurin einer Ausrichtung 
verwendbar. Falls der Anschluss an der Netzsteckdose nicht moglich ist, den 
Netzstecker anders herum halten und einschieben. Falls der Netzstecker 
weiterhin nicht in die Netzsteckdose passt, muss die Netzsteckdose von einem 
Elektrofachmann ausgewechselt werden. 

Schutz des Netzkabels — Das Netzkabel stets so verlegen, dass es keiner hohen 
Gewichts- und keiner Trittbelastung ausgesetzt ist. Das Netzkabel niemals urn 
Stuhl- oder Tischbeine etc. wickeln. Darauf achten, dass sich in der Nahe der 
Kontaktbereiche des Netzkabels (an der Netzsteckdose und am Produkt) keine 
anderen Netzkabel (von anderen Netzteilen oderanderen Geraten) befinden. 

Blitzschlag — Bei Netzbetrieb mit einem geeigneten Netzteil muss dieses sofort 
von der Netzsteckdose abgetrennt werden, wenn ein Gewitter auftritt. Urn 
Schaden, die durch plotzliche Stromspitzen verursacht werden konnen, zu 
vermeiden, sollte das Netzteil stets von der Netzsteckdose und von der Kamera 
abgetrennt werden, wenn die Kamera nicht in Gebrauch ist. 

Netzleitungsiiberlastung — Niemals Netzsteckdosen, Verlangerungskabel, 
Netzsteckdosenleisten oder sonstige Spannungsquellen durch zu viele 
gleichzeitig angeschlossene Gerate uberlasten. 

Fremdkorper, Flussigkeit — Darauf achten, dass keine metallischen 
Gegenstande oder Flussigkeit in das Produktinnere, das 
Hochspannungsschaltkreise enthalt, gelangen. Andernfalls besteht Feuer- und 
Verletzungsgefahr. 

Hitze — Dieses Produkt niemals in der Nahe von Hitze abstrahlenden 

Vorrichtungen (wie Heizkorper, Ofen, Beluftungsoffnungen etc.) und Geraten 
(z. B. Hochleistungsverstarker etc.) betreiben oder aufbewahren. 

Wartung — Wenn Wartungsarbeiten anfallen, wenden Sie sich bitte an 
qualifiziertes Wartungspersonal. Niemals das Gehause entfernen oder das 
Produkt zerlegen. Andernfalls besteht wegen der im Produktinneren 
befindlichen Hochspannungsschaltkreise Stromschlaggefahr. 

Kundendienst im Storungsfall — Falls Sie bei Netzbetrieb mit einem geeigneten 
Netzteil eine oder mehrere der nachfolgend beschriebenen Storungen 
feststellen, miissen Sie das Netzteil sofort von der Netzsteckdose abtrennen. 
Wenden Sie sich bitte umgehend an qualifiziertes Kundendienstpersonal: 

a) Wenn Flussigkeit oder Fremdkorper in das Produktinnere gelangen. 

b) Wenn das Produkt in Flussigkeit getaucht wurde. 

c) Wenn das Produkt auch bei sachgemafier Handhabung, nicht einwandfrei 
arbeitet. Stets ausschliefilich die ausgewiesenen Bedienungselemente, wie in 
der Bedienungsanleitung beschrieben, verwenden. Falls andere 
Einstellungselemente unsachgemafi gehandhabt werden, konnen 
Betriebsstorungen auftreten, die ggf. kostspielige Reparaturen zur Folge haben. 
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Sicherheitshinweise 



d) Wenn das Produkteinerheftigen Erschiitterung ausgesetztoderanderweitig 
beschadigt wurde. 

e) Wenn das Produkt deutliche Leistungseinbulien aufweist. 
Ersatzteile — Falls Produktteile ausgetauscht werden mussen, darauf achten, 

dass von der ausfiihrenden Kundendienststelle die vom Hersteller 
empfohlenen Ersatzteile in der geeigneten Ausfiihrung verwendet werden. 
Falls minderwertige Oder ungeeignete Ersatzteile eingebaut werden, besteht 
Feuer- und Stromschlaggefahr, und/oderes konnen andere Schaden auftreten. 
Sicherheitsiiberpriifung — Nach Wartungs- oder Reparaturarbeiten sollte vom 
ausfiihrenden Fachpersonal eine Sicherheitsuberprufung durchgefuhrt 
werden, urn die einwandfreie und betriebssichere Arbeitsweise des Produktes 
zu gewahrleisten. 

Rechtshinweise 



• Olympus leistet keine Gewahr fur erwarteten Nutzen durch den sachgemaBen 
Gebrauch dieses Gerats und haftet nicht fur Schaden jeglicher Art, die aus dem 
sachgemafien Gebrauch dieses Gerats herruhren, oder fur Forderungen Dritter, 
die aus dem unsachgemafien Gebrauch dieses Gerats herruhren. 

• Olympus leistet keine Gewahr fur erwarteten Nutzen durch den sachgemaften 
Gebrauch dieses Gerats und haftet nicht fur Schaden jeglicher Art, die aus der 
Loschung von Bilddaten herruhren. 

Haftungsausschluss 



• Olympus ubernimmt keinerlei Haftung oder Gewahrleistung, weder 
ausdrucklich noch stillschweigend inbegriffen, fur den Inhalt oder die 
Bezugnahme auf den Inhalt des Textmaterials oder der Software, und 
ubernimmt keinerlei Haftung fur die stillschweigend angenommene Gewahr 
bezCiglich der Marktgangigkeit oder Eignung furjedweden Zweck oder fur 
jedwede Folgeschaden, Begleitschaden oder indirekte Schaden 
(einschlieftlich, doch nicht beschrankt auf Schaden durch Geschaftsverlust, 
Geschaftsausfall oder Verlust von Geschaftsinformationen), die aus dem 
Gebrauch oder der Unfahigkeit zum Gebrauch des Textmaterials oder der 
Software oder dieses Gerats herruhren. In einigen Landern sind die 
Haftungsbeschrankung oder der Haftungsausschluss fur Folge- und 
Begleitschaden nicht zulassig. In diesem Fall treffen die diesbezuglichen 
obigen Angaben nicht zu. 

• Alle Rechte fur dieses Textmaterial liegen bei Olympus. 
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Sicherheitshinweise 



ZU IHRER BEACHTUNG 



Das unbefugte Fotografieren sowie der unbefugte Gebrauch von urheberrechtlich 
geschiitztem Material kann gegen geltendes Urheberrecht verstofien. Olympus 
ubernimmt keinerlei Haftung fur Urheberrechtsverletzungen, die aus dem 
unbefugten Fotografieren Oder Gebrauch Oder aus jedweder sonstigen 
unbefugten Handhabung von urheberrechtlich geschiitztem Material herruhren. 

Urheberrechtshinweis 



Alle Rechte vorbehalten. Dieses Textmaterial Oder die Software diirfen nicht - 
weder vollstandig noch auszugsweise - reproduziert und in keiner Ausfuhrung 
oder Form, weder elektronischer noch mechanischer Art, einschliefilich 
Fotokopien und elektromagnetischer Aufzeichnungen oder jedweder Form von 
Datenspeicherung und -abruf, ohne ausdriickliche schriftliche Genehmigung der 
Firma Olympus verwendet werden. Olympus ubernimmt keinerlei Haftung fur den 
Gebrauch der in diesem Textmaterial oder der Software enthaltenen 
Informationen oder fur Schaden, die aus dem Gebrauch der in diesem 
Textmaterial oder der Software enthaltenen Informationen herruhren. Olympus 
behalt sich das Recht vor, die Ausfuhrung und den Inhalt dieses Textmaterials 
oder der Software ohne Vorankundigung zu andern. 

Warenzeichen 



• IBM ist ein eingetragenes Warenzeichen der International Business Machines 
Corporation. 

• Microsoft und Windows sind eingetragene Warenzeichen der Microsoft 
Corporation. 

• Macintosh ist ein Warenzeichen der Apple Computer Inc. 

• Alle weiteren Firmen- und Produkteigennamen sind eingetragene 
Warenzeichen/Handelsmarken der jeweiligen Rechteinhaber. 

• Die Bilddatenverwaltung dieser Kamera unterstutzt die DCF-Norm ..Design 
Rule for Camera File System" der JEITA (Japan Electronics and Information 
Technology Industries Association). 
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AUSPACKEN DES VERPACKUNGSINHALTS 



Sollte eines der unten aufgefuhrten Teile fehlen oder beschadigt sein, 
wenden Sie sich bitte an Ihren Fachhandler. 




Digitalkamera 



Trageriemen 



OLYMPUS 



Karte 

(xD-Picture Card: 32MB) 






LI-12B Lithium-lonen-Akku LI-10C Ladegerat 



USB-Kabel 




AV-Kabel OLYMPUS Master CD-ROM Garantiekarte 




□ 



OLYMPUS* 



Einfache Anleitung Handbuch Erweiterte Kurzanleitung zur 

(dieses Handbuch) Anleitung (CD-ROM) Inbetriebnahme 

Der Verpackungsinhalt richtet sich nach der Region, in der Sie Ihre Kamera gekauft haben. 
I 76 
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AUSPACKEN DES VERPACKUNGSINHALTS 



Anbringen des Trageriemens 



IBringen Sie den Trageriemen wie in der Abbildung 
gezeigt an. 




®Hinweis 
• Beim Transportieren der am Trageriemen befestigten Kamera darauf achten, 
dass sich der Riemen nicht an hervorstehenden Gegenstanden verfangt, 
damit es dadurch nicht zu Verletzungen Oder Sachschaden kommt. 
• Bringen Sie den Trageriemen wie oben gezeigt richtig an, damit die Kamera 
nicht herunterfallt. Wenn der Trageriemen nicht ordnungsgemafi angebracht 
wurde und die Kamera herunterfallt, haftet Olympus nicht fur die daraus 
resultierenden Schaden. 
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AUFLADEN DES AKKUS 



Beim Kauf ist der Akku noch nicht vollstandig aufgeladen. Laden Sie den 
Akku vor Gebrauch mit dem Ladegerat (LI-10C) vollstandig auf. 

1 Schliefien Sie das Netzkabel an. 



LI-10C Ladegerat 




• Wenn der Ladevorgang beginnt, leuchtet die Anzeige rot. 

• Wenn der Akku vollstandig aufgeladen ist, leuchtet die Anzeige griin. 



® TIPPS 
• Es dauert circa 120 Minuten, bis der Akku (LI-12B) aufgeladen ist. 

®Hinweis 
• Diese Kamera verwendet einen Olympus LI-1 2B/LI-1 OB Lithium-lonen-Akku. 
Andere Akkus durfen nicht verwendet werden. 

• Die Lebensdauer des Akkus hangt von den jeweiligen 
Aufnahmebedingungen usw. ab. 

• Das Ladegerat ist fur eine Netzspannung von 1 00V bis 240V Wechselstrom (50/ 
60Hz) ausgelegt. Wenn Sie das Ladegerat im Ausland verwenden mochten, 
benotigen Sie ggf. einen Adapterstecker, damit der Stecker des Ladegerats in 
die Netzsteckdose im Ausland passt. Weitere Informationen hierzu erhalten Sie 
in Ihrem ortlichen Elektrofachhandel Oder in Ihrem Reiseburo. 

• Verwenden Sie keine Spannungswandler, die im Ausland angeboten 
werden, da diese Ihr Ladegerat beschadigen konnen. 
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EINLEGEN DES AKKUS UND DER KARTE 



1 



Vergewissern Sie sich, dass die Kamera 
ausgeschaltet ist. 



• Das Objektiv ist 
eingefahren. 



• Der LCD-Monitor 
ist ausgeschaltet. 



Akku-/Kartenfachdeckel 




Offnen Sie den Akku-/Kartenfachdeckel. 



O Schieben 




© Anheben 



3 



Legen Sie den Akku ein. 



Akkuverriegelung 




■ Der Akku rastet ein, wenn er richtig 
eingelegt wurde. 



Entfernen des Akkus 

Schieben Sie die 
Akkuverriegelung wie in der 
Abbildung gezeigt. Der Akku 
wird ausgeschoben und Sie 
konnen inn herausziehen. 



1 




Akkuverriegelung 
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EINLEGEN DES AKKUS UND DER KARTE 



Legen Sie die Karte ein. 




Kontakte 



Kerbe 



i Achten Sie darauf, dass 
die Karte richtig herum 
eingeschoben ist. 
Schieben Sie die Karte 
gerade hinein, da sonst der 
Kontaktbereich der Karte 
beschadigt werden kann 
Oder die Karte sich 
verklemmt. 



Entfernen der Karte 

Drucken Sie die Karte vollstandig 
nach innen und lassen Sie sie 
langsam hinausgleiten. 



Entnehmen Sie die Karte. 





<2> 



Hinweis 

• Wenn die Karte nicht vollstandig eingeschoben wird, kann es zu 
Fehlern beim Beschreiben der Karte kommen. 

• Wenn Sie Ihren Finger zu schnell von der Karte losen, nachdem Sie 
diese vollstandig nach innen gedruckt haben, kann es passieren, dass 
die Karte unvermittelt aus dem Einschub ausgeworfen wird. 



Schlieften Sie den Akku-/Kartenfachdeckel. 

O Schlieften 




© Schieben 



• Drucken Sie auf die Mitte des Deckels, um diesen zu verschieben. 
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EINLEGEN DES AKKUS UND DER KARTE 



® 



Hinweis 

• Der von der Kamera verbrauchte Strom unterliegt je nach 
Aufnahmebedingungen betrachtlichen Schwankungen. 

• In den unten genannten Fallen wird durchgehend Strom verbraucht. Dies 
kann zu einer Verringerung der Akkuleistung fiihren. 

• Wenn der LCD-Monitor eingeschaltet ist. 

• Wenn der LCD-Monitor iiber langere Zeit auf Wiedergabe geschaltet 
bleibt. 

• Wiederholte Zoom-Anpassungen. 

• Wenn wiederholt der Autofokus aktiviert wird, indem der Ausloser halb 
heruntergedruckt wird. 

• Wenn AF Permanent eingestellt ist. 

• Wenn die Kamera an einen Personal Computer Oder Drucker 
angeschlossen ist. 

• Wenn Sie einen erschopften Akku verwenden, kann es sein, dass sich die 
Kamera mangels ausreichender Stromversorgung abschaltet, ohne zuvor 
den Warnhinweis fur die niedrige Akkuleistung anzuzeigen. 



Diese Digitalkamera verwendet eine xD-Picture Card (16-512 MB). 
Indexbereich 

Verwenden Sie diesen Bereich, urn den Inhalt der Karte 
zu notieren. 




® 



Kontakte 

An dieser Stelle werden die Daten der Kamera an die 
Karte weitergegeben. 



Hinweis 

• Diese Kamera erkennt unter Umstanden keine Karten, die nicht von 
OLYMPUS hergestellt Oder mithilfe eines anderen Gerats (z. B. Personal 
Computer usw.) formatiert wurden. Eine solche Karte sollte vor dem 
Gebrauch zunachst in dieser Kamera formatiert werden. 

• Drucken Sie nicht mit harten Oder spitzen Gegenstanden - wie beispielsweise 
einem Kugelschreiber - auf die Karte. 

• Niemals den Akku-/Kartenfachdeckel offnen Oder die Karte bzw. den Akku 
entfernen, wahrend die Kamera eingeschaltet ist. Anderenfalls konnen alle 
auf der Karte gespeicherten Daten unwiederbringlich verloren gehen. Einmal 
zerstorte Daten sind leider unwiederbringlich verloren. 

• Kleben Sie keine zusatzlichen Etiketten auf die Karte, sie konnte dadurch in 
der Kamera stecken bleiben. 
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EINSCHALTEN DER KAMERA 



1 



Stellen Sie die Programmwahlscheibe auf P und 
drucken Sie auf die POWER-Schalter. 



POWER-Schalter 

POWER . 




■ Akkuladezustandsanzeige 
■ Aufnahmemodus 




• Das Objektiv wird 
ausgeschoben und der LCD- 
Monitor schaltet sich ein. 



Drucken Sie auf die Blitz-Taste. 
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• Wenn Sie die Kamera das erste Mai verwenden, wird „J/M/T" angezeigt, 



damit Sie das Datum und die Zeit einstellen konnen. Siehe „Einstellen von 
Datum und Zeit" in Kapitel 7 der Erweiterten Anleitung. Obwohl die Kamera 
auch ohne diese Einstellung benutzt werden kann, werden ggf. nicht die 
korrekten Daten in der Kalenderanzeige dargestellt. 



• Urn Akkustrom zu sparen, wechselt die Kamera automatisch in den Sleep- 
Modus, wenn innerhalb von 3 Minuten kein Bedienungsschritt erfolgt. Die 
Kamera schaltet sich wieder ein, sobald Sie den Ausloser Oder den 
Zoomregler leicht drucken. 

• 4 Stunden nachdem die Kamera in den Sleep-Modus gewechselt hat, wird 
das Objektiv automatisch eingeschoben und ausgeschaltet. Schalten Sie die 
Kamera wieder ein, urn diese wieder zu verwenden. 

• Wenn Sie die Kamera langere Zeit ohne Unterbrechung benutzen, kann die 
Temperatur im Inneren der Kamera ansteigen. Die Kamera schaltet sich 
dann ggf. automatisch ab. Warten Sie eine Weile, bevor Sie die Kamera 
wieder benutzen. 




EINSCHALTEN DER KAMERA 




TIPPS 




Je nach verbleibender Akkuleistung verandert sich die 
Akkuladezustandsanzeige. 



Leuchtet (griin) 
(Erlischt nach wenigen 
Augenblicken.) 



Blinkt (rot) 



„BATTERIE LEER" 
wird angezeigt. 



Bereit zur Aufnahme. 



Der Akku muss bald 
aufgeladen werden. 



Akkuleistung erschopft. 
Laden Sie den Akku auf. 
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ERSTELLEN EINER AUFNAHME 



1 



Wahlen Sie den gewiinschten Bildausschnitt. 




Ausloser 



AF-Markierung 



Schreibanzeige 




• Richten Sie die AF-Markierung 
mithilfe des LCD-Monitors auf 
Ihr Motiv. 



Stellen Sie das Motiv scharf. 




Griine LED 

4 Markierung 



" I P V 



p ifMm i 




• Drucken Sie den Ausloser halb 
nach unten und halten Sie ihn 
gedruckt. 



• Wenn die grune LED 
aufleuchtet, sind Scharfe und 
Belichtungsstarke gespeichert 
(Scharfespeicher). 

• Die J Anzeige leuchtet 
konstant, wenn der Blitz 
auslosebereit ist. 

• Die AF-Markierung bewegtsich 
zum scharfgestellten Bereich. 

• Die Verschlusszeit und der 
Blendenwert, die von der Kamera 
ermittelt wurden, werden auf dem 
LCD-Monitor angezeigt. 
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ERSTELLEN EINER AUFNAHME 



3 



Aufnahme tatigen. 




• Drucken Sie den Ausloser 
vollstandig nach unten. 



• Die Schreibanzeige blinkt, 
solange das Bild auf die Karte 
gespeichert wird. 



Speichersegmente 



0 



Hinweis 

• Drucken Sie den Ausloser vorsichtig nach unten. Bei ruckartigem Oder zu 
heftigem Herunterdrucken kann es zu Bildverwackelungen kommen. 

• Die Bilder bleiben auch dann auf der Karte gespeichert, nachdem Sie die 
Kamera abgeschaltet haben Oder wenn Sie den Akku entfernen Oder 
austauschen. 

• Niemals den Akku-/Kartenfachdeckel offnen, den Akku entfernen Oder das 
Netzteil abtrennen, wahrend die Schreibanzeige blinkt. Anderenfalls konnen 
Ihre gespeicherten Aufnahmen unwiederbringlich verloren gehen, Oder die 
gerade erstellte Aufnahme wird nicht gespeichert. 

• Wenn Sie Aufnahmen bei starkem Gegenlicht erstellen, kann es sein, dass 
der im Schatten liegende Bildbereich farbig erscheint. 



Speichersegmente 



Bei jedem Drucken des Auslosers leuchten die Speichersegmente auf und die von 
Ihnen erstellten Bilder werden auf die Karte geschrieben. Je nachdem, wieviele 
Bilder die Kamera gerade verarbeitet, verandern sich die Speichersegmente. Bei 
der Aufnahme von Movies wird diese Anzeige nicht eingeblendet. 



Aufnehmen 



Aufnehmen 



Vor der 
Aufnahme 
von Bildern 
(Aus) 



Nachdem ein 
Bild erstellt 

wurde 
(Leuchtet) 



Aufnehmen i — ■ 
► - 



Warten 



Nachdem mehrere 
Bilder aufgenommen 
wurden 
(Leuchtet) 



Maximum erreicht 
(Leuchtet vollstandig) 
Warten Sie, bis die 
Anzeige sich wieder aus 
ist, bevor Sie weitere 
Bilder aufnehmen. 



85 



d4228_basic_d_00_bookfile_7.book Page 86 Tuesday, August 17, 2004 12:10 PM 



UBERPRUFEN EINER AUFNAHME 



1 



Drucken Sie die QUICK VIEW-Taste. 





QUICK VIEW-Taste 



• Sie konnen das zuletzt 
aufgenommene Bild anzeigen und 
gleichzeitig in einem 
Aufnahmemodus bleiben. 

• Drucken Sie die QUICK VIEW- 
Taste erneut Oder drucken Sie 
leicht auf den Ausloser, wenn Sie 
weitere Aufnahmen erstellen 
mochten. 



Verwenden Sie die Pfeiltasten zur Auswahl der 
Bilder. 




10 Bilder zuruck 



Vorheriges Bild 




Nachstes Bild 



10 Bilder vorwarts 
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AUSSCHALTEN DER KAMERA 




Nachdem Sie sich nun grundsatzlich mit der 
Aufnahme- und Wiedergabefunktion vertraut 
gemacht haben, konnen Sie jetzt weitere 
Anwendungen fur Ihre Kamera in der Erweiterten 
Anleitung ausprobieren. 
...Und um noch mehrSpaft zu haben, installieren Sie 
die OLYMPUS Master-Bildverarbeitungssoftware 
von der beiliegenden CD-ROM. 
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Technische Daten 



Kamera 

Produkttyp 
Aufnahmesystem 
Einzelbild 



Gultige Standards 

Tonaufzeichnung bei 
Einzelbildern 

Movie 

Speicher 

Bildauflosung 



Digitalkamera (zur Bildaufzeichnung und -wiedergabe) 

Digital-Aufzeichnung, TIFF (unkomprimiert), JPEG (in 
Ubereinstimmung mit der Design rule for Camera File 
system [DCF]), RAW-Daten 

Exif 2.2, Digital Print Order Format (DPOF), PRINT Image 
Matching II, PictBridge 

Wave-Audioformat 

QuickTime Motion JPEG Unterstutzung 
xD-Picture Card (16 - 512 MB) 

3.072 x 2.304 Pixel (RAW/TIFF/SHQ/HQ) 
(3:2 SHQ/HQ) 
(SQ1) 
(SQ1) 
(SQ1) 
(SQ1) 
(SQ2) 
(SQ2) 
(SQ2) 



Anzahl der speicherbaren 

Wenn eine Karte mit 32 
MB verwendet wird 
(ohne 

Tonaufzeichnung) 



Anzahl der effektiven 
Pixel 



3.072 x 2.048 Pixel 
2.592 x 1 .944 Pixel 
2.288 x 1.712 Pixel 
2.048 x 1.536 Pixel 
1.600 x 1.200 Pixel 
1.280 x 960 Pixel 
1.024 x 768 Pixel 
640 x 480 Pixel 
Einzelbilder 
Ca. 3 Bilder 
Ca. 1 Bild 
Ca. 6 Bilder 
Ca. 18 Bilder 
Ca. 64 Bilder 
Ca. 331 Bilder 
7.100.000 Pixel 



(RAW : 3.072 x 2.304) 

(TIFF : 3.072 x 2.304) 

(SHQ : 3.072 x 2.304) 

(HQ : 3.072 x 2.304) 

(SQ1 : 1 .600 x 1 .200 NORMAL) 

(SQ2 : 640 x 480 NORMAL) 



Bildwandler 
Objektiv 



Belichtungsmessung 
Blendenwert 
Verschlusszeit 
Aufnahmebereich 

Sucher 

LCD-Monitor 

Autofokus 



1/1,8 Zoll CCD-Chip, 7.410.000 Pixel (brutto) 

Olympus-Objektiv 7,9 mm bis 39,5 mm, f2,8 bis f4,8 
(entspricht einem 38 mm bis 190 mm Objektiv an einer 
35 mm-Kamera) 

Digital-ESP-Messung, Spotmessung 

f2,8 bis f8,0 

15 bis 1/2000 Sek. 

0,6 m bis oo (W), 1,2 m bis oo (T) (NORMAL) 

8 cm bis oo (W), 0,6 m bis co (T) (Nahaufnahmemodus) 

Optischer Echtbildsucher 

2,0" TFT Farb-LCD-Monitor mit 206.000 Pixeln 

TTL-Autofokus (Messung durchs Objektiv) 
Kontrastvergleich-Messverfahren 
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Technische Daten 



MNbuniubbuuunbtJM 
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(Multi-Connector), A/V OUT-Buchse (Multi-Connector) 


MUlunielllauMca 
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Kalendersystem 




Umgebungsbedingungen 




Temperatur 


0 °C bis 40 °C (Betrieb)/ 




-20 °C bis 60 °C (Lagerung) 


Luftfeuchtigkeit 


30% bis 90% (Betrieb)/10% bis 90% (Lagerung) 


Spannungsversorgung 


Nur Olympus LI-12B Lithium lonen-Akku 




Uberdas spezifisch geeignete Olympus-Netzteil. (optional) 


Abmessungen 


102 mm (B) * 59 mm (H) * 42,5 mm (T) 




(ohne Gehausevorsprunge) 


Gewicht 


220 g (ohne Akku und Karte) 




Speichertyp 


NAND Blitz EEP-ROM 


Umgebungsbedingungen 




Temperatur 


0 °C bis 55 °C (Betrieb)/ 




-20 °C bis 65 °C (Lagerung) 


Luftfeuchtigkeit 


95% Oder niedriger 


Stromversorgung 


3V (3,3V) 


Abmessungen 


20 x 25 x 1,7 mm (T) 


LI-12B Lithium-lonen-Akku 


Typ 


Wiederaufladbarer Lithium-lonen-Akku 


Standardspannung 


Gleichspannung 3,7 V 


Standardkapazitat 


1.230 mAh 


Akkuleistung 


Ca. 300 mal vollstandig aufladbar (je nach Verwendung) 


Empfohlene 


0 °C bis 40 °C (Laden)/ 


Temperatur 


-10 °C bis 60 °C (Betrieb)/ 




0 °C bis 30 °C (Lagerung) 


Abmessungen 


31,9 x 45,8 x 10 mm 


Gewicht 


Ca. 36 g 


LI-10C Ladegerat 


Netzversorgung 


Wechselstrom 100 bis 240 V (50 bis 60 Hz) 




9 VA (100V) bis 16 VA (240V) 


Ausgang 


Gleichstrom 4,2V 860 mA 


Aufladezeit 


Ca. 120 Minuten 


Empfohlene 


0 °C bis 40 °C (Betrieb)/ 


Temperatur 


-20 °C bis 60 °C (Lagerung) 


Abmessungen 


46 x 37,5 x 86 mm 


Gewicht 


Ca. 75 g (ohne Akku) 



Design und technische Daten konnen ohne Vorankundigung geandert werden. 
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Per gli utenti del Nordamerica e Sudamerica 



Per gli utenti statunitensi 

Dichiarazione di Conformita 



Codice modello 
Marca 

Societa responsabile 
Indirizzo 



C-7000 ZOOM/C-70 ZOOM 
OLYMPUS 

OLYMPUS IMAGING AMERICA INC. 

Two Corporate Center Drive, PO Box 9058, Melville, NY 
11747-9058 U.S.A. 
Telefono : 1-631-844-5000 

Prodotto conforme alle Norme FCC 
PER USO DOMESTICO E DI LAVORO 

Questo apparecchio e conforme alle Norme FCC, Parte 15. 
II suo funzionamento e soggetto alle seguenti due condizioni: 

(1) non deve causare interferenze dannose; 

(2) deve accettare in ricezione qualunque segnale di interferenza, compresi quelli che 
possono provocare anomalie di funzionamento. 

Note relative alia compatibility con le Norme FCC 

• Interferenze radiofoniche e televisive 

Si avvertono gli utenti che qualsiasi modifica o variazione apportata che non sia 
espressamente approvata dal costruttore potrebbe annullare il diritto a utilizzare 
I'apparecchiatura. Questo apparecchio e stato sottoposto a controlli ed e risultato conforme 
ai limiti di funzionamento previsti per i dispositivi digitali in Classe B in conformita alia Parte 
1 5 delle Norme FCC. I suddetti limiti sono intesi a fornire una ragionevole protezione contro 
le interferenze nocive nelle zone residenziali. 

Questo apparecchio genera, utilizza e puo irradiare energia nella banda della 
radiofrequenza e, qualora non installato e utilizzato in accordo con le istruzioni fornite, puo 
causare interferenze dannose alle comunicazioni radio. 

Non si garantisce tuttavia che non si manifestino interferenze in particolari installazioni. 
Qualora questo apparecchio dovesse causare interferenze dannose per la ricezione radio 
o televisiva, condizione verificabile accendendo e spegnendo I'apparecchio stesso, 
I'utente potra cercare di eliminarle adottando uno o piu dei seguenti provvedimenti: 

- regolare o collocare diversamente I'antenna ricevente; 

- aumentare la distanza tra la fotocamera e il ricevitore; 

- collegare I'apparecchio a una presa di corrente appartenente a un circuito di alimentazione 
diverso da quello cui e collegato il ricevitore; 

- richiedere I'assistenza del proprio rivenditore o di un tecnico radio/TV specializzato. Per 
collegare la fotocamera a computer (PC) con connessione USB necessario utilizzare 
esclusivamente cavi USB forniti da OLYMPUS. 

Per collegare la fotocamera a computer (PC) con connessione USB utilizzare 
esclusivamente il cavo USB fornito da OLYMPUS. 
Per gli utenti canadesi 

Questo apparecchio di Classe B e conforme a tutti i requisiti previsti dalle norme canadesi 
in merito agli apparecchi che causano interferenze. 



Per gli utenti europei 

II marchio "CE" indica che il prodotto e conforme ai requisiti europei sulla 
sicurezza, sull'ambiente e sulla salute e la tutela del consumatore. Gli 
apparecchi con marchio "CE" sono destinati alia vendita in Europa. 



C6 
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Panoramica 

Modalita d'uso della fotocamera 





Con il computer 

Utilizzando il software OLYMPUS 
Master sul vostro computer potrete 
divertirvi a visualizzare, modificare e 
stampare le foto scaricate dalla 
fotocamera. 



OLYMPUS 



Con la scheda di 
memoria 

Le fotografie scattate con 
questa fotocamera vengono 
salvate su una xD-Picture 
Card. Salvando i dati di 
prenotazione stampe sulla 
scheda insieme alle 
immagini, potrete far 
stampare le vostre fotografie 
in un laboratorio oppure 
stamparle direttamente con 
una stampante compatibile 
con PictBridge. 

Con la stampante 

Utilizzando una stampante 
compatibile con PictBridge 
potrete stampare le fotografie 
direttamente dalla fotocamera. 





Con il televisore 

Le fotografie e i filmati 
registrati con la 
fotocamera possono 
essere riprodotti su un 
televisore. 
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Con i tasti di selezione 
rapida 

I tasti di selezione rapida 
semplificano I'uso della fotocamera, 
consentendo ad esempio di eliminare 
fotografie, di impostare la funzione di 
protezione delle immagini o la 
modalita flash desiderata. 













AF:SPOT 






iESP ] 






SPOT 1 


1 




AREA ] 


SELEZ.+td] OK*3B 



1 5ELEZ. ♦ 33 IMPOST. »gj OK»@Kj 



Con la ghiera dei programmi 



La ghiera dei programmi serve per selezionare la 
modalita di ripresa o di riproduzione desiderata. 
Con SCENE potete impostare le opzioni di ripresa 
piu indicate in base alle condizioni di scatto, 
scegliendo fra 5 modalita diverse. 



Con i tasti freccia e il tasto (f) 

I tasti freccia e il tasto ® servono per 
selezionare e impostare le opzioni di menu, 
e per visualizzare le immagini fotogramma 
per fotogramma. 



fij Con i menu 

Per impostare le funzioni di ripresa 
si utilizzano i menu visualizzati sul 
display. 
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Misure di sicurezza 



A 



PERICOLO 



RISCHIO DI FOLGORAZIONE 
NON APRIRE 



A 



ATTENZIONE: PER RIDURRE IL RISCHIO DI FOLGORAZIONE. NON RIMUOVERE IL 
COPERCHIO FRONTALE (O IL DORSO). ALL'INTERNO NON VI SONO COMPONENTI 
RIPARABILI DALL'UTENTE. PER LE RIPARAZIONI RIVOLGERSI A UN CENTRO DI 
ASSISTENZAAUTORIZZATO OLYMPUS. 



A 
A 



II simbolo del lampo racchiuso in un triangolo segnala la presenza, aN'interno dell'apparecchio, di punti di alta 
tensione non isolati che possono causare gravi folgorazioni. 



II simbolo del punto esclamativo racchiuso in un triangolo segnala la presenza di importanti istruzioni per I'uso e 
manutenzione nella documentazione fornita con I'apparecchio. 



ATTENZIONE 

ONDE EVITARE IL RISCHIO DI INCENDI O FOLGORAZIONI, NON ESPORRE MAI L'APPARECCHIO ALL'ACQUA 
E NON UTILIZZARLO IN AMBIENTI CON UMIDITA ELEVATA. 



Precauzioni di carattere generale 



Leggete a fondo tutte le istruzioni — Prima di utilizzare questa fotocamera 

leggete tutte le istruzioni per I'uso. 
Conservate queste istruzioni — Conservate tutte le istruzioni d'uso e di 

sicurezza per potervi fare riferimento in futuro. 
Prestate attenzione alle avvertenze — Leggete attentamente e osservate tutte 

le etichette di avvertimento applicate sulla fotocamera nonche quelle riportate 

nel presente manuale d'uso. 
Osservate le istruzioni — Seguite attentamente tutte le istruzioni fornite con la 

fotocamera. 

Pulizia — Prima di procedere con la pulizia della fotocamera estraete il cavo di 
alimentazione dalla presa di corrente. Per la pulizia usate esclusivamente un 
panno inumidito. Non usate alcun tipo di liquido o di detergente spray, ne altri 
tipi di solventi organici. 

Accessori — Per la vostra sicurezza e al fine di evitare di danneggiare la 
fotocamera, si raccomanda di impiegare esclusivamente accessori consigliati 
da Olympus. 

Acqua e umidita — Non utilizzate la fotocamera nelle vicinanze dell'acqua (vicino 
a vasche da bagno, lavelli, sotterranei umidi, piscine o sotto la pioggia). Per 
informazioni sui prodotti impermeabili, leggere le sezioni sulla sicurezza 
riportate nei manuali forniti a corredo di tali prodotti. 

Posizione — Onde evitare di danneggiare la fotocamera e al fine di prevenire ogni 
tipo di incidente, non collocatela mai su supporti, treppiedi, staffe, tavoli o 
carrelli instabili. Montatela unicamente su treppiedi, supporti o staffe molto 
stabili. Osservate quindi le istruzioni per un montaggio sicuro della fotocamera, 
facendo uso dei soli dispositivi di supporto raccomandati dal costruttore. 
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Misure di sicurezza 



Sorgenti di alimentazione — La fotocamera deve essere collegata 

esclusivamente a una rete di alimentazione avente le caratteristiche indicate 
sull'etichetta del prodotto. Qualora non siate certi delle caratteristiche della rete 
di alimentazione della vostra abitazione, rivolgetevi alia societa elettrica locale. 
Per quanto riguarda I'utilizzo della fotocamera con la batteria, consultate le 
relative istruzioni. 

Messa a terra e polarizzazione — In caso di utilizzo della fotocamera con 
I'adattatore AC specificato, si noti che quest'ultimo puo essere provvisto di una 
spina polarizzata per corrente alternata (caratterizzata da uno spinotto piu largo 
dell'altro). Grazie a questo accorgimento, la spina puo essere inserita nella 
presa di corrente in una sola direzione. Qualora non riusciate a inserire la spina 
nella presa, estraetela, invertitela e provate nuovamente a inserirla. Se non 
riuscite ancora a inserirla, rivolgetevi a un elettricista chiedendogli di sostituire 
la presa. 

Protezione del cavo di alimentazione — II cavo di alimentazione deve essere 
fatto correre in modo che non possa essere calpestato. Non appoggiatevi sopra 
dei corpi pesanti, e non avvolgetelo alle gambe di un tavolo o di una sedia. Non 
posizionate altri adattatori AC e cavi di alimentazione nell'area circostante il 
punto di connessione del cavo di alimentazione, sia sul lato della presa di 
corrente che su quello della fotocamera. 

Fulmini — Se si verificano fulmini mentre si utilizza I'adattatore AC, staccatelo 
immediatamente dalla presa di corrente. Onde evitare i danni derivanti dagli 
improvvisi sbalzi di tensione, staccate sempre I'adattatore AC dalla presa di 
rete e dalla fotocamera quando questa non e in uso. 

Sovraccarichi — Non sovraccaricate le prese di rete, i cavi di prolunga, le 
morsettiere o altri punti di connessione collegandovi un numero eccessivo di 
spine. 

Corpi estranei e penetrazione di liquidi — Non inserite mai oggetti metallici 
aH'intemo della fotocamera, onde evitare di toccare i componenti interni ad alta 
tensione, provocando possibili incendi o folgorazioni con conseguenti lesioni 
personali. Evitate inoltre di utilizzare la fotocamera in luoghi in cui possa essere 
soggetta a versamento di liquidi. 

Riscaldamento — Non usate la fotocamera e non riponetela nei pressi di sorgenti 
di calore quali radiatori, resistenze elettriche, stufe nonche qualsiasi altro tipo 
di apparecchio che emetta calore, ivi compresi gli amplificatori stereo. 

Riparazioni — Per le riparazioni rivolgetevi esclusivamente a tecnici qualificati. 
Rimuovendo i coperchi di protezione o smontando il prodotto potreste venire a 
contatto con punti ad alta tensione. 

Danni che richiedono I'esecuzione di interventi di riparazione — Se durante 
I'utilizzo dell'adattatore AC specificato doveste notare una o piu delle condizioni 
di seguito elencate, staccatelo immediatamente dalla presa di corrente e 
rivolgetevi a un tecnico qualificato affinche esegua le necessarie riparazioni: 

a) E stato versato del liquido sul prodotto oppure e caduto un oggetto aH'intemo 
del prodotto. 

b) II prodotto e stato esposto all'acqua. 
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Misure di sicurezza 



c) II prodotto non funziona normalmente nonostante ci si attenga alle istruzioni 
per I'uso. Utilizzate esclusivamente i comandi descritti nelle istruzioni per 
I'uso, poiche diversamente si rischia di danneggiare il prodotto, richiedendo 
interventi di notevole entita da parte di tecnici qualificati. 

d) II prodotto e caduto o e stato danneggiato. 

e) Le modalita di funzionamento del prodotto sono variate notevolmente. 
Parti di ricambio — Se si presenta la necessita di sostituire alcuni componenti, 

accertatevi che il centra di riparazione utilizzi esclusivamente ricambi aventi le 
stesse caratteristiche degli originali, secondo quanto consigliato dal costruttore. 
Utilizzando parti di ricambio non autorizzate si potrebbero provocare incendi, 
scosse elettriche o altri pericoli. 
Controlli di sicurezza — Al completamento degli interventi di manutenzione o 
delle riparazioni richiedete al tecnico di eseguire dei controlli di sicurezza, al 
fine di verificare che la macchina funzioni correttamente. 

Note legali e altre note 

• Olympus declina ogni responsabilita in caso di danni, di perdite di profitto, o di 
richieste di risarcimento conseguenti a un uso scorretto del prodotto. 

• Olympus declina ogni responsabilita in caso di danni o di perdite di profitto 
conseguenti aH'eliminazione delle immagini, anche in caso di uso corretto del 
prodotto. 

Dichiarazione di non responsabilita 

• Olympus non concede alcuna garanzia, espressa o implicita, relativa alia 
presente documentazione o al software, e, in particolare, non riconosce la 
garanzia implicita di commerciabilita e idoneita per una funzione particolare. 
Inoltre, Olympus non potra essere ritenuta responsabile per danni 
consequenziali, incidentali o indiretti (inclusi, senza ad essi limitarsi, danni 
derivanti da perdite di profitto, e interruzioni dell'attivita o perdita di dati 
aziendali) riconducibili all'uso o derivanti daN'impossibilita di utilizzo della 
presente documentazione scritta, del software o delle apparecchiature. Dal 
momento che alcuni stati non consentono I'esclusione o la limitazione di 
responsabilita per danni consequenziali o incidentali, la limitazione di cui sopra 
potrebbe non essere applicabile nel vostro caso specifico. 

• Olympus si riserva tutti i diritti relativi al presente manuale. 
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Misure di sicurezza 



ATTENZIONE 



Scattando fotografie senza autorizzazioni o utilizzando materiali protetti da 
copyright si potrebbero violare le leggi sul copyright. Olympus non si assume 
alcuna responsabilita in caso di realizzazione di foto senza autorizzazioni, di 
modalita di utilizzo o di altre azioni che comportino violazioni dei diritti di copyright. 

Note sul copyright 

Tutti i diritti sono riservati. La riproduzione anche parziale della presente 
documentazione scritta, e I'uso in qualunque forma o con qualunque mezzo, 
elettronico o meccanico, ivi comprese le fotocopie e la registrazione o I'uso di 
qualunque tipo di sistema di archiviazione e di recupero dei dati, senza previa 
autorizzazione scritta di Olympus sono vietati. Olympus non si assume alcuna 
responsabilita in merito all'uso delle informazioni contenute nella presente 
documentazione scritta o nel software, o per danni imputabili all'uso delle 
informazioni in essi riportate. Olympus si riserva il diritto di modificare le 
caratteristiche dei contenuti della presente documentazione o del software senza 
limitazioni e senza preavviso. 

Informazioni sui marchi 

• IBM e un marchio registrato della International Business Machines Corporation. 

• Microsoft e Windows sono marchi registrati di Microsoft Corporation. 

• Macintosh e un marchio registrato di Apple Computer Inc. 

• Tutti gli altri nomi di societa e prodotti sono marchi registrati e/o marchi dei 
rispettivi proprietari. 

• Nell'ambito del presente manuale, quando si fa riferimento al sistema di 
salvataggio delle immagini su file si intende un sistema basato sullo standard 
"Design Rule for Camera File System" (DCF), definito dalla Japan Electronics 
and Information Technology Industry Association (JEITA). 
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CONTENUTO DELLA CONFEZIONE 



Se alcune parti dovessero risultare mancanti o danneggiate, siete pregati 
di rivolgervi al negoziante presso cui avete effettuato I'acquisto. 




Batteria agli ioni di litio LI-12B Caricabatterie LI-10C Cavo USB 




d4228_basic_i_00_bookfile_7.book Page 99 Monday, August 16, 2004 6:38 PM 

CONTENUTO DELLA CONFEZIONE 



Uso della tracolla 



1 



Attaccate la tracolla come mostrato in figura. 




• Tiratela a fondo in modo che non possa allentarsi. 



® 



Nota 

• Quando trasportate la fotocamera, fate attenzione alia tracolla, poiche 
potrebbe rimanere agganciata agli oggetti, provocando danni o lesioni. 

• Verificate che la tracolla sia attaccata correttamente come mostrato nella 
figura sopra, onde evitare che la fotocamera possa cadere. Se la tracolla non 
e attaccata correttamente e la fotocamera cade, Olympus non potra essere 
ritenuta responsabile degli eventuali danni. 
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CARICA DELLA BATTERIA 



Al momento dell'acquisto, la batteria non e completamente carica. Prima 
dell'uso caricate completamente la batteria con I'apposito caricabatterie 
LI-10C. 




• Quando la batteria e in carica, la spia si illumina di rosso. 

• Quando la batteria e completamente carica, la spia diventa verde. 



® SUGGERIMENTI 
• II processo di carica delta batteria LI-12B richiede circa 120 minuti. 

®Nota 
• Questa fotocamera impiega una batteria agli ioni di litio LI-1 2B/LI-1 OB 
Olympus. Non e possibile utilizzare altri tipi di batterie. 

• La durata della carica della batteria dipende da vari fattori, come le condizioni 
di ripresa, ecc. 

• II caricabatterie puo essere utilizzato con tensioni comprese fra 1 00 e 240 V ca 
(50/60 Hz). Se utilizzate il caricabatterie all'estero, potreste avere bisogno di 
un adattatore elettrico per adattare la forma della spina a quella della presa 
elettrica a muro (in corrente alternata). Per ulteriori informazioni, rivolgetevi a 
un negozio di forniture elettriche o chiedete all'agenzia di viaggio. 

• Durante i viaggi all'estero non utilizzate i convertitori di tensione reperibile nei 
negozi, poiche potrebbero danneggiare il caricabatterie. 
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INSERIMENTO DELLA BATTERIA E DELLA SCHEDA 



1 



Verificate che la fotocamera sia spenta. 



• L'obiettivo e retratto. 



i II display e spento. 



Sportello del vano batteria/scheda 




Aprite lo sportello del vano batteria/scheda. 



O Fate scorrere 




© Sollevate 



3 



Inserite la batteria. 




Placchetta 
di blocco 
batteria 

i Se inserita correttamente, la batteria 
rimane bloccata in posizione. 



Per togliere la batteria 

Fate scorrere la placchetta 
di blocco come mostrato in 
figura. La batteria scattera 
verso I'alto consentendovi 
di afferrarla. 



1 




Placchetta di blocco 
batteria 
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INSERIMENTO DELLA BATTERIA E DELIA SCHEDA 



Inserite la scheda. 




Contatti 



Tacca 



i Assicuratevi che la scheda 
sia orientata correttamente 
e inseritela mantenendola 
diritta, altrimenti i contatti 
che si trovano su di essa 
potrebbero venire 
danneggiati, oppure la 
scheda potrebbe rimanere 
incastrata. 



Per togliere la scheda 

Premete la scheda fino in fondo 
e sbloccatela lentamente. 



Afferratela ed estraetela. 





<2> 



p Nota 

Se non e inserita a fondo, la scheda potrebbe non salvare 
correttamente i dati. 

Se rilasciate rapidamente le dita dopo aver spinto la scheda fino in 
fondo, la scheda potrebbe essere espulsa con forza. 



Chiudete lo sportello del vano batteria/scheda. 



© Fate scorrere 




O Chiudete 



Mentre fate scorrere, premete al centra dello sportello. 
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INSERIMENTO DELIA BATTERIA E DELLA SCHEDA 




®Nota 
• La quantita di energia consumata varia considerevolmente in funzione delle 
condizioni di ripresa, ecc. 

• Nelle condizioni sotto elencate si verifica un consumo continuo di energia, 
pertanto la batteria potrebbe durare meno del previsto. 

• Display acceso. 

• Display in modalita di riproduzione per periodi prolungati. 

• Regolazioni ripetute dello zoom. 

• Regolazioni ripetute con la funzione di messa a fuoco automatica, 
portando il pulsante di scatto a meta corsa. 

• Funzione AF Continua attiva. 

• Fotocamera collegata a un computer o a una stampante. 

• Se si utilizza una batteria scarica, la fotocamera puo spegnersi senza 
visualizzare I'indicazione della batteria in esaurimento. 



Questa fotocamera impiega una xD-Picture Card (16-512 MB). 




Spazio per il sommario 

Questo spazio puo essere utilizzato per indicare i 
contenuti della scheda. 




Contatti 

Componenti della scheda attraverso cui passano i dati 
trasferiti dalla fotocamera. 



®Nota 
• Questa fotocamera potrebbe non riconoscere le schede di produttori diversi 
da OLYMPUS, o schede formattate con altri apparecchi, come computer e 
simili. Prima di utilizzare la scheda, formattatela con questa fotocamera. 

• Non premete la scheda con oggetti duri o appuntiti (es. penne a sfera). 

• Si raccomanda di non aprire lo sportello del vano batteria/scheda e di non 
rimuovere la scheda o la batteria con la fotocamera accesa, poiche cosi 
facendo si rischia di danneggiare irreparabilmente i dati presenti sulla 
scheda. In tal caso, i dati non potranno essere recuperati. 

• Non applicate adesivi o etichette sulla scheda, poiche potrebbero impedirne 
I'espulsione. 
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ACCENSIONE DELLA FOTOCAMERA 



1 



Impostate la ghiera dei programmi su P e premete 
I'interruttore POWER. 



r 



Interruttore POWER 

POWER . 




■ Indicatore del livello di carica della batteria 
■ Modalita di ripresa 




• L'obiettivo fuoriesce e il display 
si accende. 



Premete il tasto flash. 
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ACCENSIONE DELLA FOTOCAMERA 



®SUGGERIMENTI 
• La prima volta che userete la fotocamera, sul display apparira la dicitura "A/ 
M/G". Impostate la data e I'ora. Fate riferimento al Paragrafo "Impostazione 
della data e dell'ora" nel Capitolo 7 del Manuale Avanzato. La fotocamera 
funziona anche senza effettuare questa impostazione, tuttavia le date 
indicate in visualizzazione calendario potrebbero non essere corrette. 

®Nota 
• Per risparmiare batteria, la fotocamera passa automaticamente nella 
modalita di risparmio energia e si arresta dopo circa 3 minuti di inattivita. La 
fotocamera si riattiva con la pressione del pulsante di scatto o della leva dello 
zoom. 

• Dopo 4 ore in modalita risparmio energia, la fotocamera ritrae I'obiettivo e si 
spegne automaticamente. Per utilizzarla occorre riaccenderla. 

• Se la fotocamera viene utilizzata continuativamente per periodi prolungati, la 
sua temperatura interna potrebbe aumentare. Se cio si verifica, la fotocamera 
potrebbe spegnersi automaticamente, pertanto sara necessario attendere un 
po' di tempo prima di riutilizzarla. 



Livello di carica della batteria 



L'indicatore del livello di carica della batteria assume aspetti diversi a 
seconda della carica rimanente. 



Acceso (verde) 
(dopo un po' l'indicatore 
scompare) 



Lampeggiante (rosso) 



Appare I'indicazione 
"BATT. SCARICA". 



Fotocamera pronta a 
scattare. 



La batteria dovra essere 
ricaricata in tempi brevi. 



La batteria e scarica. E 
necessario ricaricarla. 
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COME FOTOGRAFARE 



Componete I'immagine. 




Pulsante di scatto 



Area AF 




Spia accesso scheda 



• Guardando nel display, 
posizionate I'area AF sul 
soggetto che desiderate 
fotografare. 



Mettete a fuoco il soggetto. 




Spia verde 

Indicatore 4 




• Premete a meta il pulsante di 
scatto e mantenetelo in tale 
posizione. 



• Quando la messa a fuoco e 
I'esposizione sono bloccate, si 
accende la spia verde (blocco 
della messa a fuoco). 

• L'indicatore £ si accende quando 
il flash e pronto per I'uso. 

• L'area AF si sposta nella 
posizione in cui e stata bloccata 
la messa a fuoco. 

• Sul display vengono indicati il 
tempo e il diaframma impostati 
dalla fotocamera. 
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COME FOTOGRAFARE 



3 



Scattate la foto. 




• Premete completamente il 
pulsante di scatto. 



• Mentre I'immagine viene 
salvata sulla scheda la spia di 
accesso scheda lampeggia. 



Indicatore di memoria 



® 



Nota 

• Premete delicatamente il pulsante di scatto. Premendolo con forza, la 
fotocamera potrebbe muoversi sfocando le immagini. 

• Le immagini scattate vengono salvate sulla scheda anche se si spegne la 
fotocamera o si sostituisce o estrae la batteria. 

• Si raccomanda di non aprire lo sportello del vano batteria/scheda e di non 
rimuovere la batteria o scollegare I'adattatore AC quando la spia di accesso 
scheda lampeggia, altrimenti le immagini salvate potrebbero venire 
danneggiate, oppure le immagini scattate potrebbero non venire salvate. 

• Quando si scatta in presenza di forti controluce, I'area in ombra potrebbe 
apparire colorata. 



Indicatore di memoria 



Ogni volta che si preme il pulsante di scatto, I'indicatore di memoria si 
accende per segnalare che la fotocamera sta salvando I'immagine 
appena scattata sulla scheda. L'aspetto dell'indicatore di memoria varia 
a seconda del numero di immagini in fase di elaborazione. Questo 
indicatore non compare durante la registrazione di filmati. 



Scattate 



Prima di iniziare 
a fotografare 
(spento) 



Scattate 



Dopo aver 
scattato una foto 
(acceso) 



Scattate r~ 
: ► 



Attendete 



Dopo aver 
scattato molte foto 
(acceso) 



Livello massimo 
(tutto acceso) 
Attendete che 
I'indicatore si spenga 
prima di scattare altre 
foto. 
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VISUALIZZAZIONE DELLE FOTOGRAFIE 



1 




Premete il tasto QUICK VIEW. 





<a*j 



m i 




Tasto QUICK VIEW 



• Premendo questo tasto potete 
visualizzare I'ultima immagine 
scattata rimanendo in qualsiasi 
modalita di ripresa. 

• Quando siete pronti per scattare 
un'altra foto, premete nuovamente il 
tasto QUICK VIEW oppure premete 
leggermente il pulsante di scatto. 



Per visualizzare la foto desiderata usate i tasti 
freccia. 

Indietro di 10 foto 





Foto precedente 



Foto successiva 



Avanti di 10 foto 



108 



d4228_basic_i_00_bookfile_7.book Page 109 Monday, August 16, 2004 6:38 PM 




SPEGNIMENTO DELLA FOTOCAMERA 




Ora che conoscete le principali funzioni di ripresa e 
riproduzione, potete consultare il Manuale Avanzato 
per sfruttare le altre potenzialita della fotocamera. 
E per divertirvi ancora di piu, potete installare il 
software di elaborazione delle immagini OLYMPUS 
Master, che troverete sul CD-ROM fornito insieme 
alia fotocamera. 
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Caratteristiche tecniche 



Fotoca 

Tipo 

Sistema di registrazione 
Fotografie 

Standard applicabili 

Sonoro con fotografie 

Filmati 
Memoria 
Risoluzione 



Fotocamera digitale (per I'acquisizione e la 
visualizzazione delle immagini) 

Registrazione digitale, TIFF (senza compressione), JPEG 

(compatibile con i formati DCF), dati RAW 

Exif 2.2, Digital Print Order Format (DPOF), PRINT Image 

Matching II, PictBridge 

Formato Wave 

Compatibile con QuickTime Motion JPEG 
xD-Picture Card (16 - 512 MB) 
3.072 x 2.304 pixel (RAW/TIFF/SHQ/HQ) 
3.072 x 2.048 pixel (3:2 SHQ/HQ) 
2.592 x 1.944 pixel (SQ1) 



2.288 x 1.712 pixel (SQ1) 
2.048 x 1.536 pixel (SQ1) 
1.600 x 1.200 pixel (SQ1) 
1.280 x 960 pixel (SQ2) 
1.024 x 768 pixel (SQ2) 
640 x 480 pixel (SQ2) 
No. di immagini memorizzabili 



con scheda da 32 MB 


: ca. 


3 fotogrammi 


(RAW 


3.072 


x 2.304) 


(senza sonoro) 


ca. 


1 fotogramma 


(TIFF 


3.072 


x 2.304) 




ca. 


6 fotogrammi 


(SHQ 


3.072 


x 2.304) 




ca. 


18 fotogrammi 


(HQ 


3.072 


x 2.304) 




ca. 


64 fotogrammi 


(SQ1 


1.600 


x 1.200 NORMALE) 




ca. 


331 fotogrammi 


(SQ2 


640 x 


480 NORMALE) 



Numero di pixel effettivi 
Dispositivo di 
rilevamento 
deN'immagine 
Obiettivo 



Sistema fotometrico 
Diaframma 
Tempo di posa 
Campo di ripresa 

Mirino 

Display 

Messa a fuoco 

automatica 

Connettore esterno 



7.100.000 pixel 

CCD alio stato solido da 1/1.8", 7.410.000 pixel (circa) 



Obiettivo Olympus 7,9 a 39,5 mm, f2,8 a f4,8 
(equivalente a un obiettivo da 38-190 mm su una 
fotocamera da 35 mm) 

Misurazione ESP Digitale, sistema misurazione spot 
f2,8 a f8,0 

da 15 sec. a 1/2000 di secondo 

da 0,6 m a oo (W), da 1,2 m a oo (T) (NORMALE) 

da 8 cm a oo (W), da 0,6 m a oo (T) (modalita macro) 

Mirino ottico ad immagine reale 

LCD 2,0" TFT a colori, 206.000 pixel 

Sistema autofocus TTL 

Sistema rilevamento contrasto 

Connettore di alimentazione, connettore USB, 

(multiconnettore), Connettore di uscita A/V (multiconnettore) 
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Caratteristiche tecniche 


Sistema calendario 


Dal 2000 al 2099 


automatico 




Ambiente operativo 




Tpmnprati irs 


da n°H a 40°C fin fa^p di utili77nV 




da -20°C a 60°C (stoccaggio) 


Umidita 


dal 30% al 90% (utilizzo) dal 10% al 90% (stoccaggio) 


Alimentazione 


Compatibile esclusivamente con batterie agli ioni di litio 




LI- ZD UlyllipUb 




Adattatore AC specifico Olympus (opzionale) 


Dimensioni 


102 mm (L) x 59 mm (A) x 42,5 mm (P) (sporgenze 




escluse) 


Peso 


220 g (senza batteria e scheda) 


Tipo di memoria 


EEP-ROM flash NAND 


Ambiente operativo 




Temperatura 


da 0°C a 55°C (in fase di utilizzo)/ 




da -20°C a 65°C (stoccaggio) 


Umidita 


95% o inferiore 


Alimentazione 


3 V (3,3V) 


nimpn<;inni 

1 ' IllldlolUIII 


?n x 2% x 1 7 mm 


Tipo 


Batteria agli ioni di litio ricaricabile 


Tensione standard 


rp o 7 \/ 
UL. O, I V 


Capacita standard 


1.230 mAh 


Durata della batteria 


ca. 300 ricariche complete (dato variabile a seconda delle 




modalita di utilizzo) 


Temperatura 


da 0°C a 40°C (in carica)/ 


consigliata 


da -10°C a 60°C (in fase di utilizzo)/ 




da 0°C a 30°C (stoccaggio) 


Dimensioni 


31,9 x 45,8 x 10 mm 


Peso 


ca. 36 g 




Alimentazione 


da 100 V ca a 240 V ca (50 - 60 Hz) 




da 9 VA (100 V) a 16 VA (240 V) 


Uscita 


CC 4,2 V 860 mA 


Tempo di carica 


ca. 120 minuti 


Temperatura 


da 0°C a 40°C (in fase di utilizzo)/ 


consigliata 


da -20°C a 60°C (stoccaggio) 


Dimensioni 


46 x 37,5 x 86 mm 


Peso 


ca. 75 g (senza batteria) 



Design e specifiche soggetti a modifica senza preavviso. 
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riojib30BaTejiHM b CeBepHOM ii K)>khom Ah/iepiiKe 



l1ojib30BaTeji$iM b CLUA 

fleKnapaunn o cooTBeTCTB h h 

HoMep MOAenn : C-7000 ZOOM/C-70 ZOOM 

OupMeHHoe HauMGHOBaHMe : OLYMPUS 

OTBeTCTBeHHan CTopoHa : OLYMPUS IMAGING AMERICA INC. 

Aqpec : Two Corporate Center Drive, PO Box 9058, Melville, NY 

11747-9058 U.S.A. 
TenedpoH : 1-631-844-5000 

ripoBepeHO Ha cooTBeTCTBue daHflapTaM FCC 
flJlfl flOMALLIHErO M OOMCHOrO nPMMEHEHM?! 

3to ycTpoPicTBO cooTBeTCTByeT Pa3fleny 15 ripaBun FCC. cPyHKL(noHMpoBaHne OTBenaeT 
cneflyHDLMMM flByM ycnoBHHM: 

(1) 3to ydpoMCTBO He MoweT npuHHHHTb KaKoti-nLi6o Bpefl. 

(2) 3to ycTpowcTBO n,on>KHO pearwpoBaTb Ha nKiSbie fleMCTBun, b tom nucne Ha Te, KOTopbie 
MoryT npHBecTM k HewenaTenbHOMy dpyHKLinoHnpoBaHMK). 

ripeAynpe^fleHne FCC 

• PaflHo/TeneBM3MOHHbie noMexn 

flopa6oTKM m MOflepHM3ai4Hfl flaHHoro ycTpoPicTBa 6e3 cneuwanbHoro pa3peiueHHfl M3roTOBmerm 
MoryT npHBecTM k nuiueHMK) noj"ib30BaTerm npaB Ha ero npuMeHeHne. flaHHoe ycipoMCTBO 
npoBepeHO w npn3HaHO coot BeTCTBy K) m m m orpaHMHeHHAM, npwHSTbiM flrm MudppoBbix ycTpowcTB 
K/iacca B cornacHO Pa3fleny 15 ripaBMn FCC. 3™ orpaHMHeHun ony>KaT flrm odecneneHMfl 
npneMneMoi/i 3am,wrbi ot BpeflHbix B03fleMCTBnPi npn Hcnonb30BaHHLi b wmibix noMemeHkiax. 
riocKonbKy flaHHoe ycTpowcTBO reHepwpyeT, ncnorib3yeT h MO>KeT H3nyHaTb SHeprwo Ha 
paflnonacTOTax, oho MO>KeT co3flaBaTb BpeflHbie noMexn paflnocBfl3M b cjiynae HecoGntofleHMfl 
MHCTpyKL(HM no yCT3H0BKe MJ1M npMMeHeHMK). 

BMecTe c TeM, HeB03MO>KHO rapaHTupoBaTb OTcyTCTBue noMex npn HeKOTopbix BMflax ycTaHOBKH. 
Ecrin ycipoMCTBO co3flaeT BpeflHbie noMexn npner/iy paflno/TeneBM3MOHHbix nepeflan, KOTopbie 
npoflBnflHDTCfl npw BbinriKDHeHHH n BKJifOMeHMM ycTpoMCTBa, nonb30BaTenK) cneflyeT nonbiTaTbca 
ycTpaHHTb 3th noMexn, BbinormwB oflHy v\nv\ HecKonbKO M3 HH>KeyKa3aHHbix peKOMeHflaqnM: 

- OTperynwpyMTe aHTeHHy nnn n3MeHHTe ee nonoweHne. 

- l/l3MeHMTe paccTOflHue Me>Kfly dpoTOKaMepoPi m npweMHMKOM. 

- noAcoeflMHMTe ycTpowcTBO He k tom po3eTKe mjim qenw, k kotopom noflK/iHDHeH npweMHHK. 

- ripoKOHcynbTLipyMTecb co cbohm flwnepoM wnn onbiTHbiM cneu,kiarMCTOM no paflwo/ 
TeneBH3HOHHoPi TexHMKe. flna non,KxiK)HeHLifl k nopiaM USB mjih nepcoHanbHbix KoivinbKrrepoB 
(nK) mo>kho Mcnonb30BaTb TonbKO Ka6enti USB nnn H3 KOMnneKTa OLYMPUS. 

JlK)6bie HecaHKi^HOHHpoBaHHbie flopaSoTKM m MOflepHH3ai4Mfl flaHHoro yorpoi/icTBa MoryT 
npHBecTM k numeHHK) nonb30BaTenn npaB Ha ero npuMeHeHne. 

riojib30BaTejiHM b KaHafle 

3to MwcppoBoe ycipoMCTBO Knacca B cooTBeTCTByeT BceM Tpe6oBaHHflM Canadian Interference- 
Causing Equipment Regulations (ripaBHna KaHaflbi b OTHomeHHH ycTpoMCTB, co3,qaK)LM,nx noyexn). 

riojib30BaTejiHM b Eepone 

C3H3K "CE" yKa3biBaeT, hto stot nponyKT cooTBeTCTByeT eBponei/icKHM Tpe6oBaHMflM no 
6e3onacHOCTM, oxpaHe 3flopoBbfl, SKonorwHecKoii 6e3onacHOCTH h 6e3onacHOCTH 
nonb30BaTenn. (toTOKaMepbi co 3H3kom "CE" npeflHa3HaMeHbi flnn npofla>KH b EBpone. 
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132 



d4228_basic_r_00_bookfile_7.book Page 114 Thursday, August 5, 2004 3:08 PM 

HaBiiraMMn 

Kax nojib30BaTbcn 4>oTOKaMepoM 






McnoJib30BaHiie KOMnbioTepa. 

YCTSHOBMB Ha KOMnbKDTGpG 

nporpaMMy OLYMPUS Master, Bbi 
CMO>KeTe Hacna>KflaTbCfl 
peflaKTupoBaHneM, npociviOTpoM m 
BNBOflOM Ha nenaTb chmmkob, 
3arpy>KeHHbix c cpOTOKaMepw. 

Mcnojib30BaHne xapTbi.. 

Chmmkm, cflenaHHbie c 
noMOiubKD BaiueM Kaiyepw, 
xpaHflTcn Ha Kapie naMsun 
xD-Picture Card. CoxpaHsw 
cooTBeTCTByioi±(Me flaHHbie 
HacTpoMKM nena™ Ha Kapie 

CO CHMMKaMM, Bbl CMO>KGTG 

pacnenaTbiBaTb chmmkm b 
cpOTona6opaTopMflx mhm Ha 
PictBridge-coBMecTMMbix 
npMHTepax. 



Mcnonb30BaHMe npMHTepa... 

C noMOinbio PictBridge- 
coBMecTMMoro npMHTepa mo>kho 
pacnenaTbiBaTb chmmkm 
HenocpeflCTBeHHO M3 BaiueM KaMepw. 




mat 

n 







Mcnonb30BaHne TeneBH3opa... 

Bbi MO>KeTe ncnonb30BaTb 
TeneBH3op n/ia npocMOTpa 

CHMMKOB MflM BMfle03anMCeii 
H3 dOOTOKaMepbl. 
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Mcno/ib30BaHMe khoiiok 
HenocpeflCTBeHHoro nepexofla... 

KHonKM HGnocpeflCTBGHHoro nepexofla 
o6nerHafOTynpaBneHwecpOTOKaMepoM, 
o6ecneHMBan flOCTyn k cpyHKLjMflM 
yAaneHna v\tm 3aii(MTbi chumkob, a 
TaKwe k ydaHOBKG pGwwvia Bernini™. 













AF:flflTHO 


) 




iESP ] 


_H_J 




flflTHO 1 






30HA ] 


BblEOP*-}:| OK* OK 



5;;or»;i;ivcTAH.- ok«oki 



Mcnonb30BaHne .qucKa pewmviOB... 

flucK pe>KMMOB cny>KMT flnsq Bbi6opa 

pe>KMMOB CpOTOCbGMKM MJ1M npOCMOTpa. 

Pe>KMM SCENE no3BonsqeT Bbi6paTb 
onTMManbHbie HacipoMKn flnsq Ka>Kfloi/i m 5 

pa3jlMHHblX CMTyaL(MM. 

Mcnonb30BaHiie K/iaBiiuj 

KypCOpa M KHOriKM (§)... 

KnaBMLUM Kypcopa m KHOnKa ® cnywaTflnsi 

Bbl6opa M HaCTpOMKM OnL4MI/l MGHK), a TaioKe 

flnsq npocMOTpa chmmkob no KaflpaM. 

■j Mcnorib30BaHkie Memo... 

OyHKUMM CpOTOCbGMKM m npocMOTpa 
HaCTpaMBaKDTCfl C nOMOU4bKD MGHK), 

OTo6pa>KaGMbix Ha mohmtopg. 
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Mepbi npeflocTopo>KHOCTM 



A 



A 



A 



OCTOPO>KHO 



OnACHOCTbnOPMKEHM 
anEftTPHMEGKHM TOKOM, HE OTKPblBATb 



A 



OCTOPOWHO: BO I/I3BE>KAHME nOPA)KEHI/lfl 3J1EKTPHHECKHM 
TOKOM HE CHMMAI/ITE KPblWKY (HJ1M 3AflH(0(0 IIAHEJlb). 
BHYTPM <t>OTOKAMEPbl HET flETAJlEI/1, H.y>KflArOmHXCfl B 
BAUJEM OBCJiy>KI/IBAHHH. flOBEPbTE TEXHHHECKOE 
OBCJiy>KMBAHMEBblCOKOKBAJlH*ML|MPOBAHHOMy 
CEPBUCHOMY nEPCOHAJiy OLYMPUS. 



Pacnono>KeHHbiM Ha dpoTOBcnbiLUKe 3HanoK b BMfle mojihum, 3aKnioHeHHOM b 
TpeyroribHHK, npeflynpe>KflaeT o HannHMM BHyTpM ycTpoiicTBa 
Hen3onnpoBaHHbix aneMeHTOB noA bhcokum HanpnweHneM, KomaKT c 

KOTOpbIMM MO)KeT npHBeCTW K nOpaXffiHMIO 3JieKTpHHeCKMM TOKOM. 

BocKnnL(aTeribHbm 3H3K, 3aKriK3HeHHbiM b TpeyronbHHK, o6o3HanaeT B 
conpoBOAHTenbHoii AOKyMeHTau.nn BawHbie HHCTpyKUMH no 3KcnnyaTau.nn h yxoAy. 



OnACHO! 

BO M3BE)KAHME B03l"OPAHHfl MJ1M nOPAWEHMfl 3J1EKTPHHECKHM TOKOM, HM 
B KOEM CJIYHAE HE IIOflBEPrAMTE M3flEJlME B03flEMCTBMrO BOflbl M HE 
3KCnJiyATMPyMTE EfO nPM BblCOKOM BJ1A)KHOCTM OKPy)KArOU4ErO BQ3flyXA. 



06mne Mepbi npeflocTopo>KHOCTM 



ripoHMTaMTG Bee MHCTpy K14MM — riepefl ncnonb30BaHneM M3flennsq nponnTawTe 
Bee MHCTpyKL(MM no 3KcnnyaTaL(MH. 

XpaHMTe 3TM MHCTpyKUMM — COXpaHMTG BCe MHCTpyKL(MM nO TGXHMK6 

6e3onacHOCTM m 3KcnnyaTau,ni/i, HTo6bi o6pam,aTbcsi k hum 3a cnpaBOHHOM 

MHCpOpMaL(MeM B flanbHGMLU6M. 

npeflynpe>KfleHH!n o bo3mo>khom onacHOCTM — BHMMaTenbHO nponnTawTe Bee 
npeflynpe>KfleHMfl, npuBefleHHbie Ha HaioieMKax Ha M3flennn m b MHCTpyKi4nn. 
CneflyMTe stmm npeflynpe>KfleHMsqM. 

CreayMTe MHCTpyKunnM — CneflyMTe bcgm MHCTpyKLtusiM, npi/iBefleHHbiM b 
conpoBOflMTenbHOM flOKyMeHTai4nn KflaHHOMy M3flennio. 

OnucTKa — riepefl ohmctkom o6n3aTeribHO OTCoeflMHsiMTe M3flenne ot 

3J1GKTpOCGTM . flnfl OHMCTKM MO>KHO l/ICnOJ"lb30BaTb TOJlbKO BJia>KHyK) TK3Hb. 

Henb3sq ncnonb30BaTb flnsi ohmctkm >KMflKne v\nv\ a3po3onbHbie OHwmaiomMe 
cpeflCTBa, a TaioKe nio6bie opraHnnecKne pacTBopnTenn. 
KpenneHMfl — B nennx hmhhom 6e3onacHOCTM 1/1 bo M36e>KaHMe noBpe>KfleHM5q 
M3fleriM!q ncnonb3yMTe TonbKO Te aKceccyapbi, Kcrropbie peKOMeHflOBaHbi 
cpupMOM Olympus. 
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Mepu npedocmopoxHOcmu 



Bofla m Bnara — Henb3H Mcnanb30BaTb M3flenne psiflOM c BOfloti (b 

HenocpeflCTBeHHOM 6nn30c™ ot BaHHbi, KyxoHHOM momkm, Ta3MKa flna ctmpkm, 
bo Bra>KHbix noflBanax, y nnaBaTenbHbix 6acceMHOB w nop, ,qo>KfleM). Mepw 
npeflOCTopo>KHOCTM flrsq M3flenMM bo Bnaro3ai±(MLfleHHOM ncnonHeHUM 
onucaHbi b pyKOBOflCTBax no 3KcnnyaTaL(MM otmx mp,env\v\ b pa3flenax o 
3amnTe ot Bnarn. 

Pa3MemeHne — Bo M36e>KaHMe TpaBM m noBpe>KfleHMfl mp,env\n He pa3Memai/iTe 
ero Ha HeycTOMHMBbix noflCTaBKax, LUTaTMBax, flepwaTenax, CTonax mjim 
Tene>KKax. MoHTupyi/iTe M3flenne TonbKO Ha ycTOMHMBbix ujTaTMBax, 
noflCTaBKax mtim flepwaTenax. CneflytiTe MHCTpyKUMHM, b KOTopbix onucaH 
Hafle>KHbiM moht3>k M3fleTinsq. Mcnonb3yMTe TonbKO Te Kpene>KHbie ycTpoi/iCTBa, 
KOTopbie peKOMeHflOBaHbi M3roTOBMTeneM. 

MCTOHHMKM nklTaHMSI — llOflKniOHaMTe flaHHOe M3fleTlMe TOTlbKO KTeM 

MCTOHHMKaM nuTaHMsi, KOTopbie yKa3aHbi Ha Ha M3flennn. Ecnn Bbi He 3HaeTe 
tohho, KaKne napaMeTpw oneKTpoce™ b BaweM flOMe, npoKOHcynbTwpyMTecb 
b MecTHOi/i OHepreTunecKOM KOMnaHnn. ripn Mcnonb30BaHMM aKKyMyrflTopoB 
pyKOBOflCTByMTecb MHCpopMai4Meii, npuBefleHHOM b MHCTpyKunn no 
3KcnnyaTai4MM stmx M3flennM. 
3a3eMneHne, nonnpHOCTb — Ecru flaHHOe M3flenne mo>kho Mcnanb30BaTb c 
yi<a3aHHbiM aflanTepoM nepeivieHHoro TOKa, to otot aflanTep MO>KeT MMeTb 
nonsqpn30BaHHyK) BMTiKy flna noflKruoneHMfl k ceTM nepeivieHHoro TOKa (BM/iKa, 

OflMH M3 K0HT3KT0B KOTOpOM 6onee LUMpOKMM). BjiarOflapjl STOMy yCTpOMCTBy 
BMHKa BCTaBTiaeTCfl B p03eTKy TOTlbKO B OflHOM nOT10>KeHMM. ECTIM BMTlKa He 

BCTaBTisqeTcn b ceTeByio po3eTKy, BbiHbTe v\ nepeBepHMTe BMrmy, a 3aTeM 
BCTaBbTe o6paTHO b po3eTKy. Ecnn BMTiKa no-npe>KHeMy He BCTaBnneTCsq, 
npoKOHcyTibTupyMTecb c aneKTpuKOM m 3aMeHMTe po3eTKy. 
3auikiTa ujHypa nkiTaHtm — Pa3MemaiiTe uwyp OTieKTponnTaHun TaK, HTo6bi He 
HacTynnTb Ha Hero. He crraBbTe THwejibie npeflMeTbi Ha umyp nuTaHun n He 
HaiviaTbiBaMTe ero Ha ho>kkm CTona mtim CTyna. He pacnonarai/iTe ceTeBbie 
aflanTepbi nepeivieHHoro TOKa mtim uiHypbi nMTaHMsq aKceccyapoB psiflOM c 
MecTaMM noflcoeflMHeHMsq wHypa nMTaHMn M3flenwsi k po3eTKe oneKTpoceTM m 

K CaMOMy M3fleTlMKD. 

Mojihmm — Ectim bo BpeMsq Mcnonb30BaHM!i yKa3aHHoro ceTeBoro aflanTepa 
nepeivieHHoro TOKa HanMHaeTcn rpo3a, HeMerjneHHO BbiHbTe BMTiKy aflanTepa 
M3 po3eTKM. Bo M36e>KaHMe noBpe>KfleHMfl M3-3a CKanKOB HanpnweHMa, 
o6fl3aTenbHO BbiHMMaMTe BMTiKy ceTeBoro aflanTepa nepeivieHHoro TOKa M3 
po3eTKM m OTCoeflMHsiMTe aflanTep ot cpOTOKaiviepbi, Korfla OHa He 
Mcn0Tib3yeTCfl. 

rieperpy3Ka — He flonycKawTe neperpy3KM ceTeBbix po3eTOK, yflnMHMTerbHbix 
Ka6eTieM, i±enev\ nMTaHMn m flpyrMx coeflMHMTenbHbix ycTpoMCTB, noflKniOHafl 

CJ1MU1KOM MHOrO yCTpOMCTB. 

riocTopoHHue npeflMeTbi, nponMBaHMe >KMflKOCTeM — Bo M36e>KaHMe TpaBM 

npM B03rOp3HMM MTIM nOpa>KeHMM OTieKTpMHeCKMM TOKOM M3-3a KOHTaKTa c 

BHyTpeHHMMM STieivieHTaiviM nofl BbicoKMM HanpaweHMeivi, 3anpemeHO 
BCTaBTisiTb b M3flerMe MeTajiriMHecKMe npeflMeTbi. M36eraMTe OKcnnyaTauMM 
M3fleTiMsq b MecTax, rfle Ha Hero MO>KeT nporiMTbcsq >KMflKOCTb. 

Tenno — Henb3fl Mcnonb30BaTb mtim xpaHMTb flaHHoe M3flenMe psqflOM c TaKMMM 
MCTOHHMKaMM Tenna KaK OTonMTenbHbie 6aTapeM, TennoBbie 3acnoHKM, nenM m 
rio6oe o6opyflOBaHMe mtim ycTpoiicTBa, Bbiflennioiflee Tenno, b t.h. 
ycMTiMTeriM CTepeocMCTeM. 

TexHMnecKoe o6cny>KMBaHMe — flOBepbTe BbinoriHeHMe Texo6cny>KMBaHMsq 

BblCOKOKBariMCpMLlMpOBaHHOMy nepCOHany. IIOnblTKM CHSITb KpblLUKM MT1H 

pa3o6paTb M3fleriMe MoryT npMBecTM k nopa>KeHMio tokom. 
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Mepbi npedocmopoxHOcmu 



l"loBpe>KfleHkifl, TpeSytomne Texo6cjiy>KMBaHkisi — Ecnw npw ncnonb30BaHHM 
yKa3aHHoro ceieBoro aflarrrepa nepeMeHHoro TOKa nponcxoflHT nio6oe m 
HM>KenepeHncrieHHbix co6biTMM, BbiHbTe ero Bi/uiKy H3 po3e™, a 3aTeM 
o6paTMTecb k BbicoKOKBanncpHMnpoBaHHOMy cneunanncTy no TexHHnecKOMy 
o6cny>KHBaHHK). 

a) Ha M3flerne nponmiacb WMflKOCTb v\nv\ BHyTpb mp,er\v\n nonan 
nocTopoHHMM npeflMeT. 

b) M3flenne KOHTaKTupoBano c boaom. 

c) M3flenne He cpyHKUMOHnpyeT Haflnewamwvi o6pa30M, xoth Bee fleMCTBun 
BbinonHsiKDTCa cornacHO MHCTpyKunn no OKCnnyaTaunn. Mcnonb3yMTe 
TonbKO Te opraHN ynpaBreHun, KOTopwe onucaHbi b MHCTpyKunn no 
3KcnnyaTai4nn, nocKOJibKy HeHaflnewamee ncnonb30BaHne flpymx opraHOB 
ynpaBneHMsq MOweT npuBec™ k noBpe>KfleHmo M3flennfl v\ noBnenb 3a 

C060l/I Heo6xOflMMOCTb B BbinOjlHeHMM 06LUMpHblX pGMOHTHblX pa60T 
BblCOKOKBariMCpMUMpOBaHHblMM cnei4nanncTaMM. 

d) M3flenne ynano nnn 6bmo noBpe>KfleHO MHbiM cnoco6oM. 

e) ripoM30iuno 3aMeTHoe M3MeHeHne ocpcpeKTMBHOCTn pa6o™ M3flenn!q. 
3anacHt>ie nacTM — B cnynae Heo6xoflMMOCTM ncnonb30BaHnsq 3anacHbix 

nacTeii y,qocTOBepbTecb, hto cepBucHbiii u,eHTp npi/iMeH5ieT TonbKO Te 
3annacTM, KOTopbie mvieiOT TaKne we xapaKTepucTMKn, KaK opurnHanbHbie, 
cooTBeTCTByKDinne peK0MeHflai4nsqM M3roTOBMTeTisq. HecaHKLtnoHnpoBaHHoe 
Mcnonb30BaHne mhhx 3annacTew MO>KeT CTaTb npunnHOM B03ropaHnsq, 
nopaweHMfl oneCTpunecKUM tokom v\nv\ flpyrux onacHOCTeM. 
ripoBepKa cpyHKunoHMpoBaHMJi — riocne BbinoTiHeHun TexHunecKoro 
o6cny>KMBaHMfl v\nv\ peMOHTa, nonpocnTe TexHMKa cepBMCHOM cny>K6bi 

BbinOHHMTb npOBepKy Hafle>KHOC™ CpyHKL(MOHMpOBaHMfl M3flenMfl, HT06bl 

yfloCTOBepnTbcn b ero xopoiueM pa6oneM coctoahmm. 
flpaBOBbie m npoHiie yBeAOMnemifl 



• Qwpivia Olympus He flaeT HMKaKnx 3aBepeHMM nnn rapaHTMM b OTHOLueHMM 
y6biTKOB mtim o>KMflaeMOM Bbiroflw ot Haflnewamero Mcnorb30BaHMsq flaHHoro 
mp,env\n, a Taioxe Tpe6oBaHMM TpeTbux ni/iu,, Bbi3BaHHbix HeHaflnewaiflMM 
ncnonb30BaHneM flaHHoro M3flennfl. 

• Oupiwa Olympus He flaeT hhk3kmx 3aBepeHMM win rapaHTnii b OTHOiueHMM y6biTK0B 

MJ1M 0>KMflaeMOii BblTOflbl, KOTOpbie MOryT B03HMKHyTb M3-3a CTMpaHMfl flaHHblX 

chmmkob npn HafljiewameM ncnonb30BaHnn flaHHoro M3flennsq. 
0tk33 ot rapaHTMM 



• <t>npivia Olympus He flaeT hhiokhx 3aBepeHnfi hjih rapaHTnti, KaK abhux, TaK m 
noflpa3yMeBaeMbix, b OTHOiueHMM nio6oro coflepwaHns flaHHbix nenaTHbix 
MaTepnanoB, nporpaMMHOro o6ecneHeHHH hjih b CBS3M c hmmm, h hh b KoeM cnynae 
He HeceT HHKaKofi OTBeTCTBeHHOCTH b OTHOiueHMM jikd6om noflpa3yivieBaeMOM 
rapaHTMH nnn npuroflHOCTM k npnivieHeHHK) fljw KOHKpeTHbix uenew hjih 3a nio6bie 
KOCBeHHbie, no6oHHbie win conyTCTByiOLflne y6biTKM (BKJifOHasi, ho He 
orpaHUHMBaacb y6biTKaMH b cba3m c ynymeHHOti Bbirofloti, npnocrraHOBKOM BefleHns 
6n3Heca nnn noTepeti KOMMepnecKofi nHCpopiviaL(Mn), Koropwe MoryT nMeTb Mecro 
n3-3a ncnonb30BaHH5i nnn h6bo3mo>khoctm ncnonb30BaHH5i flaHHbix nenaTHbix 
MaTepnanoB, nporpawiMHoro o6ecneHeHnn nnn M3flennsi. HeKOTopbie CTpaHbi He 
npuHMMafOT MCKjifoneHUfl nnn orpaHnneHns OTBeTCTBeHHOCTM 3a KOCBeHHbie nnn 
no6oHHbie y6bi™, nosTOiviy BbiiueyKa3aHHbie orpaHnneHun MoryT He 
pacnpocTpaHHTbca Ha Bac. 

• Bee npaBa Ha flaHHoe pyKOBOflCTBO npuHaflnewaT cpupivie Olympus. 
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Mepu npedocmopoxHOcmu 



nPEflynPE>KAEHME 



HecaHKunoHnpoBaHHoe cporarpacpMpoBaHMe nnn ncnonb30BaHne MaiepnanoB, 

3aii(ML14eHHblX aBTOpCKMM npaBOM, M0>K6T npMBGCTM K HapyLU6HMKD 

flewcTByKDmero 3aKOHOflaTenbCTBa 06 aBTopcKOM npaBe. cbupivia Olympus He 

npMHMMaeT HMK8K0M OTBeTCTBeHHOCTM 3a HeCaHKL(MOHMpOBaHHbie 

cpOTorpacpupoBaHne, ncnonb30BaHne m flpyrne fleMCTBun, HapywaiomMe npaBa 
BnaflenbueB aBTopcKoro npaBa. 

YBeAOMneHiie 06 aBTopcKOM npaBe 



Bee npaBa 3ainnineHbi. HnKaKaa nacTb HacToainMx nenaTHbix MaTepnanoB mjim 
nporpaMMHoro o6ecneHeHnn hm b k3kmx uenax He MO>KeT 6biTb BOcnpon3BefleHa b 

KaKOM 6bl TO HM 6blJ10 CpOpMe M K3KMMM 6bl TO HM 6blJ10 CpeflCTBaMM, 6yflb TO 

aneKTpoHHbie mhm MexaHMHecKMe, BKJuoHaa cpOTOKonMpoBaHMe m 3anMCb Ha 

MarHMTHbIM HOCMTenb MT1M COXpaHeHMe B 3anOMMHaHDLi(MX yCTpOMCTBaX MJ1M 

noMCKOBwx CMCTeiviax, ecnM Ha to HeT nMCbivieHHoro pa3peiueHMa cpMpiviw Olympus. 

Mbl He npMHMMaeM HMKaKOM OTBeTCTBeHHOCTM 3a MCnOHb30BaHMe MHCpOpMaL(MM, 

coflepwameMca b HacToamMx nenaTHbix MaTepManax mtim nporpaMMHOM 
o6ecneneHMM, mhm 3a y6biTKM, HBMBLUMeca cneflCTBMeM Mcnojib30BaHMH 3tom 
MHCpopMaqMM. Oupivia Olympus coxpaHsieT npaBO Ha BHeceHMe M3MeHeHMM b 
cpopiviy m coflepwaHMe HacTonmeM ny6/iMKaL(MM mtim b nporpaMMHoe o6ecneHeHMe 
6e3 KaKMx-nM6o o6fl3aTenbCTB m npeflBapMTenbHbix yBeflOMneHMM. 

ToproBbie MapKM 



• IBM sqBnneTCsq 3aperncTpnpoBaHHOM ToproBOM MapKOi/i International Business 
Machines Corporation. 

• Microsoft m Windows ^bhrkijcr 3aperMCTpMpoBaHHNMM ToproBbiMM MapKaMM 
Microsoft Corporation. 

• Macintosh nBraeTca ToproBOM MapKOM Apple Computer Inc. 

• OcTanbHbie Ha3BaHMsq KOivinaHMM m npo,qyKTOB nsnmoiCR ToproBbiMM MapKaMM 

M/MT1M 3aperMCTpMpOBaHHblMM TOprOBblMM MapKaMM COOTBeTCTByHDLUMX 

BnaflenbueB. 

• B HaCTOameM MHCTpyKU,MM npMHSITbl CTaHflapTbl Cpai/mOBblX CMCTeM CpOTOKaMep 

"Design Rule for Camera File System/DCF", ycTaHOBneHHbie Japan Electronics 
and Information Technology Industries Association (JEITA). 
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PACflAKOBblBAHME COflEPWMMOrO KOPOBKM 



Ecnn Bh o6Hapy)KMJiM OTcyTCTBue mjim noBpewfleHne KOMnoHewoB KOMnnewa, o6pamaiiTecb no Meay npoflam. 




MoHHO-nwTneBbiM aKKyMynarap LI-12B 3apaflH0e yCTpowCTBO LI-10C KaSenb USB 




OcHOBHoe pyKOBOflCTBO nonHoe pyKOBOflCTBO PerncTpaLinoHHaa KapTa 

(flaHHOe pyKOBOflCTBO) (KOMnaKT-flMCK) 

CoflepwwMoe KOMnneKTa onwHaeTCH b 3aBncnMOc™ ot Mecta npno6peTeHna cpOTOKaMepbi. 



120 



d4228_basic_r_00_bookfile_7.book Page 121 Thursday, August 5, 2004 3:08 PM 




PACnAKOBblBAHME COflEPMMMOrO KOPOBKM 



flpMKpenjieHMe peMeujKa 




• HaflewHO 3aTHHMTe peMeiuoK, HToSbi oh He OTCoeflMHunca. 

V . J 

npMMenaHMe 

• ByflbTe BHMMaTenbHbi no OTHOweHMio k peMeiuKy. Oh MOweT nerKO 
3aL(ennTbCfl 3a pa3nn4Hbie BbiCTynaromne npeflMeTbi n CTaTb npunnHOii 

TpaBMbl MJ1M nOBpe>KfleHMfl. 

• npuKpennTe peMeiuoK npaBunbHO, KaK noKa3aHO Ha pucyHKe Bbiiue, HToSbi 
cpOTOKaiviepa He OTCTemyjiacb n He ynana. <t>npMa Olympus He npuHMMaeT 
Ha ce6fl OTBeTCTBeHHOCTi/i 3a noBpejKfleHne 4)OTOKaMepbi npn nafleHnn H3- 
3a HenpaBunbHoro npuKpenneHna peivieiuKa. 
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3APflflKA AKKYMyJlflTOPA 



ripn noKynKe cpOTOKaiviepbi aKKyMynsuop 6y,qeT 3apa>KeH He noriHOCTbio. 
riepefl ncnojib30BaHneM noriHOCTbio 3apHqnTe aKKyiviynsiTop npn 
noMOiuM 3apaflHoro ycTpowcTBa LI-10C. 



1 



rioflcoeflkiHMTe ujHyp nuTaHMfl. 



3apnAHoe ycTpowcTBO LI-10C 



LilHyp nwTaHMn 




Po3eTKa ceTM 
nepeMeHHoro TOKa 



BcTaBbTe aKKyMyn^Top b 3apaflHoe ycTpoMCTBO. 



MeTKa ▲ 



MOHHO-JlMTMeBblii 

aKKyMynnTop LI-12B 




MHAHKaTop 3apnflKM 

• B Hanane 3apaflKM nHflUKarap CBeTHTcn KpacHbiM CBeroM. 

• Korfla aKKyinyndTop SyfleT noriHOCTbio 3aps»KeH, HHflMKarap nepeKraOHmca Ha 3eneHbiM CBeT. 

HA3AMETKY 

• AKKyMynHTop LI-12B 3apa>KaeTCfl OKOno 120 MHHyT. 
npMMesaHMe 

• B 3T0fi cpOTOKaMepe wcnonb3yeTCH MOHHO-nnTneBbiii aKKyn/iynaTop Olympus 
LI-1 2B/LI-1 OB. Henb3fl ncnonb30BaTb aKKyMynflTopbi flpyrux TunOB. 

• CpoK cnywSbi aKKyiviynflTopa 3aBna/iT ot ycnOBMM cteMKM n T.fl. 

• 3apaflHoe ydpoMCTBO wioweT ncnonb30BaTbca Bflnana30He HanpaweHHH ot 
1 00 flo 240 B nepeMeHHoro TOKa (50/60 l~u,). I~lpn ncnonb30BaHnn 3apaflHOro 
yCTpoPiCTBa 3a rpaHnu,ew MOweT nOTpeSoBaTbca nepexoflHHK Me>Kfly BHJiKOti 
m ceTeBOii po3eTKOM. OSpamaPiTecb 3a nHCpopMau,neki b MecTHbM Mara3HH 
sneKrpoTOBapoB nnn b TypHCTMHecKyio cpupiuiy. 

• Henb3fl ncnorib30BaTb npeo6pa30BaTenn HanpaweHHH, npoflaBaewibie 3a 
rpaHnu,eM, t3k KaK 3to MO>xeT npuBecTn k noBpe>KfleHMio 3apaflHoro ycTpoi/iCTBa. 



® 
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YCTAHOBKA AKKYMyJlflTOPA M KAPTbl 



1 



y6eflMTecb, hto cpoToxaMepa BbiKntoneHa. 

s 

• 06"bGKTMB He BblflBMHyT 




> MOHMTOp He CBeTMTCn. 



KpbiiuKa OTceKa aKKyMyjiHTopa/KapTbi 

OTKpoMTe KpbiujKy OTceKa aKKyMyrmTopa/KapTbi. 



O CflBMHbTe 




© IIOflHMMMTe 



3 



BcTaBbTe aKKywiynflTop. 




OHKcaTop 
aKKyMynnTopa 

• ripn npaBMJibHOM ycTaHOBKe 
aKKyMynflTop cpuKCupyeTCfl Ha 
CBoeM MecTe. 



M3BJieHeHkie aKKyMy/iflTopa 

CflBMHbTe CpMKCaTOp, KaK 

nOKa3aHO. AKKyMynaTop 
BbiCKaKMBaeT, m era mo>kho 
BblHyTb nanbL4aMn. 




OHKcaTop aKKyMyriATopa 
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yCTAHOBKA AKKYMYH^TOPA W KAPTbl 



BcTaBbTe KapTy. 




KOHTaKTbl 



I1a3 



• y6eflMBLuncb, hto KapTa 
nOBepHyTa npaBmibHOM 
CTopoHOii, BCTaBbTe ee 

npflMO. B npOTMBHOM 

cnynae mowho noBpeflMTb 

KOHTaKTbl KapTbl MT1H OHa 
MO>KeT 3aCTpaTb. 



M3BneHeHne KapTbl 

B,qaBHTe flo KOHLia, a 3aTeM 
nnaBHO OTnyCTUTe KapTy. 



B03bMMTe nanbLiaMU M BblHbTe. 





<2> 



~p\ npnMenaHne 

Ecjim KapTa BCTaBneHa He flo KOHi^a, B03MO>KHbi c6om npn 3anncn Ha 
Hee. 

Ecjim pe3KO OTnyCTMTb nanei4 nocne Toro, KaK BflaBHTb KapTy flo 

KOHLja, OHa MO>KeT BblCKOHMTb M3 CJlOTa. 



3aKpoMTe KpbiiuKy OTceKa aKKyMyrmTopa/KapTbi. 



© CflBMHbTe 




O 3aKpoMTe 



• CflBuraa KpbiiuKy, HawHMairre Ha Hee nocepeflMHe. 
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YCTAHOBKA AKKYMyflSlTOPA M KAPTbl 



mmsm 

npuMenaHHe 

• Pacxofl 3neKTpo3Hepran aKKyMynsiTopa b 3HaHMTenbHOii CTeneHu 3aBncnT 

OT yCJlOBMM CpOTOCteMKH M T.fl. 

• B Hn>KeyKa3aHHbix pewHMax aneKTposHeprna aKKyn/iynHTopa pacxoflyeTca 
HenpepbiBHO. B sthx pe>KHMax npoflOJDKHTejibHOCTb noflann nuTaHun coKpamaeTCfl. 

• KOrfla BKjlKDHeH MOHHTOp. 

• Ecjih mohmtop HaxoflHTCa b pe>KMMe npocMOTpa cjihlukom flonro. 

• noBTopniomaflCfl perynnpoBKa 3yMa. 

• noBTopsiiomeecfl 3aflewcTBOBaHwe aBTOCpOKyca npn HawaTHM KHonKM 
cnycKa 3aTBopa flo nonoBMHbi. 

• Korfla BKniOHeH pe>KHM nocTOAHHOro A<t>. 

• Bo BpeMH coeflUHeHMfl c KOMnbiOTepoM hjih npuHTepoM. 

• ripn ncnonb30BaHHM pa3pa>KeHHoro aKKyMynaTopa cpOTOKaMepa MO>KeT 
BbiKniOHHTbCfl 6e3 o~ro6pa>KeHHfl MHflUKaTopa npeflynpe>KfleHMa o 
HefloCTaTOHHOM 3apa>KeHHOc™ aKKyMynflTopa. 




B 3tom cpOTOKaiwepe ncnonb3yeTCsi Kapia naMa™ xD-Picture Card 
(16-512 MB). 




MecTO yKa3aTerm 

Ha 3tom MecTe mo>kho cflenaTb 3anncb o coflepwaHww 

KapTbl . 



KOHTSKTbl 

3jieivieHTbi, no KOTopbiM Ha KapTy nepeflaiOTca flaHHbie 

H3 CpOTOKaMepbl. 



DUMenaHne 

<t>OTOKaiviepa wioweT He ono3HaTb KapTy, ecnn OHa BbinymeHa He cpupMOki 
OLYMPUS nnn OTCpopMaTupoBaHa Ha .qpyrOM yCTpoMCTBe (HanpuMep, 
KOMnbKDTepe m T.n.). nepefl npnivieHeHMeM KapTbi OHa flon>KHa 6biTb 
OTcpopwiaTupoBaHa b flaHHOki cpOTOKawiepe. 

He Ha>KHMaMTe Ha KapTy TBepflbiMn wnw 3aocTpeHHbiMn npeflMeTaivin Tuna 
liiapuKOBbix pyneK. 

Henb3fi OTKpbiBaTb KpbiiiiKy OTceKa aKKyMynHTopa/KapTbi wnw BbiHMMaTb 
KapTy mjim aKKyMynflTop, noKa cpOTOKaMepa BKniOHeHa. 3to wioweT npuBecTM 
k noBpe>KfleHHK) flaHHbix, xpaHflmnxca Ha KapTe. noBpe>KfleHHbie flaHHbie He 

nOflflaiOTCH BOCCTaHOBfieHMK). 

He npuKnenBaMTe Ha KapTy apnbiKu nnn HaKneMKM, TaK KaK ohh MoryT 

BOCnpenflTCTBOBaTb B03BpaTy KapTbl. 
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BKJ1KDHEHME OOTOKAMEPbl 



1 



rioBepHMTe flucK pewiiMOB b nonoweHiie P v\ 
Ha>KMMTe nepeKHKJHaTenb POWER. 



riepeKriioHaTerib POWER 




■ MHflMKaTop 3apnfla aKKyMynnTopa 

— Pe>KMM CteMKM 




m 30 1 



• 06"bGKTMB BblflBMraeTCfl, M 
MOHMTOp BKHWHaeTCfl. 



Ha>KMMTe KHonKy BcnbiuiKii. 
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BKHKMEHME 0O TOKAMEPbl 



HA 3AMETKY 

• ripn nepBOM BKnK)HeHMM cpOTOKaiviepbi OTo6pa>KaeTCfl cooSmeHne "Y/M/D" 
(r/M/fl), KOTopoe npurnaiuaeT yciaHOBHTb flaTy m BpeMfl. Cm. "YcTaHOBKa 
flaTbi m BpeMeHu" b noriHOM pyKOBOflCTBe, rnaBa 7. Xoth cpOTOKaiviepa 6y,qeT 
pa6oTaTb 6e3 stom ycTaHOBKM, Ha KaneHflapHOM flwcnnee MoryT He 
OTo6pa>KaTbca npaBmibHbie flaTbi. 

npMMenaHMe 

• C Lieribio 3KOHOMMM 3apafla aKKyMyjiHTopa tpOTOKaMepa aBTOMaTunecKM 
BxoflMT b cnamHii pe>KMM (pe>KMM 3Heproc6epe>t<eHHH) n OTKruonaeTCfl 
npniviepHO nocne 3-x MMHyT 6e3fletiCTBHH. <t>OTOKaiviepa CHOBa BKniOHMTCfl, 
ecnw Ha>KaTb KHOnKy cnyCKa 3aTBopa nnn pbinar 3yivia. 

• Hepe3 4 naca nocne nepexofla b cnaiflMM pe>KHM, cpOTOKaMepa 

aBTOMaTMHeCKM BTflTMBaeT 06"beKTMB M BblKnKDHaeTCfl. fljia HCnOnb30BaHHfl 

cpOTOKaiviepbi ee Hy>KHO BKniOHiiTb. 

• ripn HenpepbiBHOM ncnonb30BaHnn cpOTOKaMepbi b TeneHne 
npofloroKMTenbHoro BpeMeHu OHa HarpeBaeTca. B stom cnynae bo3mo>kho 
aBTOMaTMHecKoe BbiKmoneHne nuTaHna. noflo>KflHTe, npe>Kfle MeM 
ncnonb30BaTb cpOTOKan/iepy CHOBa. 



3apnfl aKKyMynfiTopa 



Bwfl MHflMKaTopa 3apafla aKKyiviynsiTopa M3MeHsieTca BMecTe c 
M3MeHeHneM 3apa>KeHHOCTM aKKyiviynaTopa. 



<«1 ► ^ "EATAPEfl PA3Pfl>KEHA" 

CBeTMTca (3e^eHbiM CBeTOM) MuraeT (KpacHbiM CBeTOM) OTo6pa>KaeTcq Ha MOHMTope. 
(Mepe3 KopoTKoe BpeMfi noie3aeT.) 

AKKyMynarap CKopo AKKyiwynflTop pa3pa>KeH. 

ToTOBHOCTb k cteMKe. noTpe6yeT 3apaflKH. 3apflAHTe aKKyMynnTop. 
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OOTOCTbEMKA 



CKOMnoHyMTe cbom KaAP- 




KHonKa cnycKa 3aTBopa 



Bn3MpHaa MeTKa AO 




1/lHAMKaTop o6paineHMfl k KapTe 



• C nOMOLUbK) MOHMTOpa 

HaBeflMTe BI43l4pHyiO MGTKy A<t> 
Ha 06"beKT CteMKM. 



C4>OKycnpyMTecb Ha o6~beKTe cbeMKii. 




3eneHbiii MHAMKaTop 
MeTKa i 




• Ha>KMMTG flO nonoBMHbi 14 

yflep>KMBaMTe KHOnKy cnycKa 
3aTBopa. 



• Korfla 3aropnTCfl 3eneHbii4 

MHflMKaTOp, CpOKyC H 
3KCn0314L(MS1 3aCpMKC14pOBaHbl 

(OnKcaunn cpOKyca). 

• ECJIM CBeTMTCfl 3H3H0K £ , 

BcnbiuiKa roTOBa Kcpa6aTbiBaHMio. 

• Bn3npHaa MeTKa A<t> 
nepeMemaeTCfl Ha 30Hy, Ha 
KOTOpOM 3acpMKCnpoBaH cpOKyc. 

• Ha flucnnee OToSpaxaeTca 
Bbiflep>KKa m flwa0parMeHHoe hmctio, 
onpefleneHHbie cpOTOKaMepoii. 
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0OTOC~bEMKA 



3 



CflenaMTe chmmok. 




• Ha>KMMTe KHOnKy cnycKa 
3aTBopa flo KOhma. 



• noKa chmmok 3anncbiBaeTCsi Ha 
Kapiy naMflTM, MuraeT 
MHflMKaTop oSpameHMfl K 
KapTe. 



1/lHAMKaTop narun™ 



® 



npMMewaHMe 

• HajKMMakiTe KHOnKy cnycKa 3aTBopa nerKO n nnaBHO. ripn pe3KOM HawaTMM 
cpOTOKaiviepa MO>KeT flpomyrb, n chmmok nonyHHTCa pa3MbiTbiM. 

• Chmmkh, 3anncaHHbie Ha KapTy, 6yqyT coxpaHflTbca flawe npn BbiKniOHeHMM 
cpOTOKaiviepbi, bo BpeMfl 3aMeHbi n OTcyrcTBua aKKyiviynflTopa. 

• Henb3n OTKpbiBaTb KpbiiiiKy OTceKa aKKyMyriHTopa/KapTbi, BbiHMMaTb 
aKKyMynflTop mjim OTCoeflUHATb aflamep nepeivieHHoro TOKa, noKa MuraeT 
nHflMKaTop oSpameHMfl k KapTe. 3to MO>KeT npuBec™ k noBpe>KfleHnio 
3anncaHHbix chumkob, a TaioKe noMewaTb coxpaHeHMK) cflenaHHoro chhmkh. 

• ripn cpOTOCbeMKe npoTUB cmibHoro CBeTa 3aTeHeHHbie ynacTKn chhmkh 
wioryT npno6pecTM L^BeTHOCTb. 



MHflMKaTop naiviaTM 



riocne Ka>Kfloro Haxainsi khoiikm cnycKa 3aTBopa nosiBnsieTCsq 
HHflMKarap (6ycpepHOM) naMa™, KOTopbm noKa3biBaeT npoqecc 3anncn 
Ha Kapiy CflenaHHoro CHMMKa. Bufl HHflMKarapa M3MeHsieTCfl b 
3aBMCM mocth ot KOiiMHecTBa chmmkob, o6pa6aTbiBaeMbix 
cpOTOKaiviepoM. Bo BpeMa BHfleo3anncn stot HHflMKarap He noaBnsieTCR 



CHMMaiiTe 



CHMMatiTe 



riepefl 

CteMKOM 
(BblKTl.) 



riocne OAHoro 

CHMMKa 

(CBeTMTcn) 



CHMMaMTe r~ 
Z ► 



rioflo>KAMTe ' — 1 



riocne HecKonbKnx 

CHUMKOB. 

(CBeTMTcn) 



flocTMrHyr MaKCMMyM 
(CBeTMTcn noriHOCTbio) 
riepefl npoflon>KeHMeM 

CbeMKM flO>KflMTeCb, 

noKa MHflMKaTop 
noracHeT. 
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nPOCMOTP CHMMKOB 



1 



Ha>KMMTe KHonKy 6bicTporo npocMcvrpa QUICK 
VIEW. 





KHorma QUICK VIEW 



• OdaBasicb b pewmvie cteMKM, 
mo>kho npocMOTpeTb nocneflHMM 
M3 cflenaHHbix chhmkob. 

• Korfla Bbi 6yfleie roTOBbi 
npoflon>KMTb cteMKy, HawMme 
KHonKy QUICK VIEW eme pas 
mjim cnerKa HaflaBMTe KHonKy 
cnycKa 3aTBopa. 



C noMoujbio KJiaBMLu Kypcopa Bbi6epnTe HywHbiM 

CHMMOK. 



Ha 10 chmmkob Ha3aA 




ripeAbiflymuM chumok CneAyioinnii chmmok 

Ha 10 chmmkob BnepeA 
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BblKJIKDHEHME OOTOKAMEPbl 



1 



Ha>KMMTe nepeKHKinaTenb POWER. 




nepeKriioHaTenb POWER 

POWER - 



G" 



• MOHMTOp BblKJIHDMMTCfl. 

• 06"beKTMB BTHHeTCfl. 



3aKpoMTe BcnbiujKy. 




• ripn>KMMTe BCnblLUKy K 

(|)OTOKaMepe. 



Tenepb, HayHMBLUMCb CHMMaTb v\ npocMaipuBaTb 

CHMMKM, Bbl MO>KeTe n03HaKOMHTbCfl CflpyrnMM 

cfiyHKLiMsiMM cpOToannapaTa, npuBefleHHbiMM b 

riOJlHOM pyKOBOflCTBe. 

...V\ Hacna>KflaTbCfl o6pa6oTKOM cflenaHHbix 
chmmkob, ycTaHOBMB c npnnaraeMoro KOMnaKT- 
flMCKa nporpaMMy OLYMPUS Master. 
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TexHunecKne xapaKTepucTMKH 



OoTOKaMepa 

Tun M3flennfl 
3anncbiBaK)i^afl cucieMa 
Chmmok 

noAAep>KMBaeMbie 
daHflapTbi 

3ByK K CHHMIOM 

Bnfleo3anncb 

naMflTb 

Pa3peiueHMe 



Hucno coxpaHaewibix 

CHHMKOB 

npn ncnonb30BaHMM 
KapTbi naMATM Ha 
32 MB (6e3 3ByKa) 



KonnnecTBO 

adpdpeKTMBHbix nw<cejieti 
npeo6pa30BaTenb 

M306pa>KeHMfl 
06"beKTMB 

(toTOMeipHMecKaa cwCTeMa 

flwacppanvia 

Bbiflep>KKa 

PaSonee paccToaHne 

CteMKH 

BufloncKaTenb 
Mohhtop 

ABTOCpOKyC 

BHeiuHUki MHTepcpefic 



U,wcppoBaH dpoTOKaiviepa (flna cteMKn m npociviOTpa) 



U,wcppoBaH 3anncb, TIFF (6e3 otOTHfl), JPEG (no MeTOfly 
OKaTMsi Design rule for Camera File system (DCF)), 
cpopwiaT RAW 

Exif 2.2, LjucjDpoBOki dpopiviaT ynpaBnem/isi nenaTbio 
(DPOF), PRINT Image Matching II, PictBridge 

<t>opMaT WAVE 

noflflep>KKa QuickTime Motion JPEG 

KapTa naiuiaTH xD-Picture Card (16-512 MB) 

3,072 x 2,304 nuKcena (RAW/TIFF/SHQ/HQ) 

3,072 x 2,048 nuKceneti (3:2 SHQ/HQ) 

2,592 x 1,944 nuKcena (SQ1) 

2,288 x 1 ,712 nuKcena (SQ1 ) 

2,048 x 1,536 nHKcenefi (SQ1) 

1,600 x 1,200 nHKcenefi (SQ1) 

1,280 x 960 nHKcenefi (SQ2) 

1,024 x 768 nHKcenefi (SQ2) 

640 x 480 nHKcenefi (SQ2) 



ripniviepHO 3 Kaflpa (RAW 

ripniviepHO 1 Kaflp (TIFF 

ripniviepHO 6 KaflpoB (SHQ 

ripniviepHO 18 KaflpoB (HQ 

npniviepHO 64 Kaflpa (SQ1 

npniviepHO 331 Ka,qp (SQ2 

7,100,000 nuKcenefi 



3,072 x 2,304) 
3,072 x 2,304) 
3,072 x 2,304) 
3,072 x 2,304) 
1,600 x 1,200 HOPMA) 
640 x 480 HOPMA) 



1/1.8" CCD, npeo6pa30BaTenb HenoflBWWHOro 
M3o6pa>KeHM!i, 7,410, 000 nuKcenefi (o6mee KOJiM4ecTBo) 

06-beKTMB Olympus ot 7,9 mm flo 39,5 mm, ot f2,8 flo f4,8 

(ot 38 mm no 1 90 mm b SKBMBaneHTe oBteiauBa 35 mm dpoTOKaMepbi) 

L(MCppoBOii 3aMep ESP, TonenHbiM 3awiep 

ot f2,8 flo f8,0 

ot 15flO 1/2000 c 

ot 0,6 m flo oo (W), ot 1 ,2 m flo oo (T) (HOPMA) 
ot 8 cm flo oo (W), ot 0,6 m flo oo (T) (MaKpopex<MM) 

OnTMHecKMM BUfloncKaTenb peanbHoro M3o6pa>KeHHfl 

2,0" UBeTHOii >KMflKOKpwCTannnHecKHM TFT-Ancnneii, 206,000 nuKcenefi 

CuCTeivia aBTOcpOKyca TTL 

CucTeivia onpefleneHna KOHTpacTHOc™ 

THe3flO nuTaHna nocTOAHHOro TOKa (DC-IN), me3flO USB 
(yHUBepcanbHbiii pa3"beM), 

Ayflno-BUfleo Bbixofl (A/V OUT) (YHUBepcajibHbM pa3"beM) 
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TexHuvecKue xapaKmepucmuKu 



ABTOMaTunecKUM KaneHflapb 


c 2000 r. flo 2099 r. 


ycnOBMfl OKpywaiomeki 
cpeflbi 




TeivinepaTypa 


ot 0°C flo 40°C (SKCnnyaTaunfl)/ 
ot -20°C flo 60°C (xpaHeHne) 


Bna>KHOCTb 


ot 30% flo 90% (3KCnnyaTaunfl), ot 1 0% flo 90% (xpaHeHne) 


rinTaHne 


TonbKO nOHHO-nnTneBbiM aKKyMynfiTop Olympus LI-12B 
CeTeBOM aflarrep nepeMeHHoro TOKa, yKa3aHHbiM 
Olympus (npwo6peTaeTCsi OTflenbHo) 


Pa3Mepbi 


102 mm (LU) x 59 mm (B) x 42,5 mm 
(i/iCKnKwaa BbiCTynaiomne oneMeHTbi) 


Macca 


220 r (6e3 aKKyMynHTopa m KapTbi) 




Tun naiuiaTM 


NAND 4)noiu-3nn3y 


YcnOBna 3KCnnyaTau,wn 




TeivinepaTypa 


ot 0°C flo 55°C (3KCnnyaTaL(Hfl)/ 
ot -20°C flo 65°C (xpaHeHne) 


BnawHOCTb 


95% m HH>Ke 


ITnTaHne 


3 B (3,3 B) 


Pa3Mepbi 


20 MM x 25 MM x 1 ,7 MM 


MoHHO-nnTneBbiki aKKyMyjWTop LI-12B 


Tun 


MOHHO-JlMTHeBblM aKKyMyjIHTOp 


daHflapTHoe Hanpa>KeHne 


3,7 B nocTOAHHOro TOKa 


CTaHflapTHaa eMKOCTb 


1,230 mA.h 


CpOK cnywSbi aKKyMynsiTOpa 


Okojio 300 nonHbix 3apaflOK (3aBHCMT ot npuMeHeHna) 


PeKOMeHflyewiafl 
TeivinepaTypa 


ot 0°C flo 40°C (3apaflKa)/ 

ot -10°C flo 60°C (3KCnnyaTai4Hfl)/ 

ot 0°C flo 30°C (xpaHeHne) 


Pa3Mepbi 


31,9 x 45,8 x 10 mm 


Macca 


Okojio 36 r 


3apaflHoe yCTpotiCTBO LI-10C 


TpeSoBaHna k nuTaHnio 


ot 100 flo 240 B nepeMeHHoro TOKa (50 - 60 Vu,) 
9BA(100B)-16BA(240 B) 


BblXOfl 


4,2 B, 860 mA noCTOAHHOro TOKa 


[IpOflOJDKmejlbHOCTb japflflKM 


Okojio 120 MMHyT 


PeKOMeHflyewiaa 
TeivinepaTypa 


ot 0°C flo 40°C (SKCnnyaTaijufl)/ 
ot -20°C flo 60°C (xpaHeHne) 


Pa3Mepbi 


46 x 37,5 x 86 mm 


Macca 


Okojio 75 r (6e3 aKKyMynHTopa) 



KOHCTpyKL4MH H TeXHH4eCKMe XapaKTepMCTHKM MOryT 6blTb H3MeHeHbl 6e3 

npeflBapnTejibHoro yBeflOMJieHna. 
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